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with Eaton 


Self-Contained Air | Brakes 


In exhaustive tests and actual truck operation, the Eaton self 


contained air brake has proved that lining life is increased as 
much as 100 per cent. When necessary, relining service time ts 


greatly reduced, cutting labor as much as two to four hours. 


These important advantages are the result of a combina- 
tion of ~ dnp cart Floating split-shoe design—using GREATER 
single pins at the anchor ends, with rollers and floating pins at BRAKING EFFICIENCY 
the cam ends of the shoes—eliminates the need for anchor-pin ° 
lubrication, makes for quick action and quick release, and pre- 
vents pin seizure. Simply constructed with fewer parts, over-all QUICKER ACTION 


weight is reduced approximately 15 per cent. 
a 


For a given input, greater braking effort is delivered at the 


drum, The strong rigid chamber bracket, mounted directly on QUICKER RELEASE 


the brake spider, entirely supports the short camshaft. Lubri- . 
cation of the shaft is provided by a reservoir contained in the 


bracket. This compact, close coupled design, with reduced bracket QUICK, EASY RELINE 


deflection, reduced camshaft wind-up, and shorter chamber 
stroke, assures quicker, safer truck SLOps. 


AXLE DIVISION 
EATON MANUFACTURING COMPANY 
CLEVELAND, OHIO 


ig 
to] PRODUCTS: Sodium Cooled, Poppet, and Free Valves * Tappets * Hydraulic Valve Lifters* Valve Seat Inserts « Jet 


ngine Parts * Rotor Pumps * Motor Truck Axles * Permanent Mold Gray Iron Castings * Heater-Defroster Units * Snap Rings 








© pringtites* Spring Washers* Cold Drawn Steel * Stampings* Leaf and Ccil Springse Dynamatic Drives, Brakes, Dynamometers 
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are 
GOOD 


LOGGERS 


says Harry Hildebrand 


HILDEBRANDS, INC., Ukiah loggers, have been operating 
a fleet of 8 PETERBILTS for the past 4 years, hauling red- 
wood logs for Masonite and Hollow Tree Lumber Co., all 
over private roads. Their present haul is 42 miles, they 
load from 15M to 20M feet Spaulding Scale, and each 
truck has averaged 92,000 miles yearly. Says Harry Hilde- 
brand: “Peterbilts are good loggers. We like their sturdy 
construction, their excellent cabs, and their roadability. 
Our maintenance costs have held very closely to costs we 


had anticipated.” 





, Piterbilt motors COMPANY 


10700 MAC ARTHUR BOULEVARD OAKLAND, CALIFORNIA 
HEAVY DUTY TRUCKS—~MACDONALD LOW BODY & LIFT TRUCKS 


San Francisco * Salt Lake City Spokane beattle Portland Redding Secramento * Stockton Frese los Angeles Denver 
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How Signode log-bundling methods 
triple millpond capacity 








Eleven reasons why you'll like 





SIGNODE’S LOG-BUNDLING METHOD 


®@ Triples millpond capacity—assures logs for operation Ends loss of sinker logs—by including them with floaters. 


during down time in the woods Permits shipping more logs per tow—which means lower 


Simplifies log handling and towing. towing costs. 

All species of logs can be bundled by this method. You save on dumping and rafting charges. 

Bundling method eliminates hazards and costs of cold Towed bundles earn sizable insurance rate discounts. 
decking. Minimizes possibility of injury to man removing binders. 


Bundling logs reduces unloading time—speeds turn- Simplifies log recovery in the event of break-up of raft 
around. or tow. 


IT'S A CINCH TO BUNDLE LOGS WITH SIGNODE STRAPPING METHODS! 


We shall be glad to show you how your 


4 a 
| 
5 | ° men can easily learn to use Signode’s 
te 4 Trapping Co. simple, efficient log-bundling methods 
Ask the Signode fieldman who calls on 


you to arrange a convenient demonstra- 
San Francisco office, 383 Brannan St.; Portland, Ore. office, 1519 N.W. Irving St.; 
Seattle office, 2900 E. Marginal Way; Spokane office, 417 Paulson Bidg.; 
Cenadian Steel Strapping Co., itd., Vancouver, B. C. 
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tion date. Or, write Signode. 
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STRUNK ’s 
the best dam 
chain saw ever made! 
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The Smort Beaver with a 
STRUNK Beats Other 
Beavers by a Dom Site! 


@ STRUNK HAS THE WIDEST 
SELECTION—-A SAW THAT'S 
RIGHT FOR EVERY PRO! 
@ THE LOWEST PRICES TOO! 
PRICES START AT ONLY $179 F.0.B 
(complete with bar and chain) 


WRITE TODAY FOR COMPLETE DETAILS 


End Printer identifies Quality Lumber 
Log G Lumber Prices 
Boom Boat Aids Salvage 
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Loggers Affected by New Laws 


Boards Are Made From Shavings CHAIN SAWS, INC. ° COATESVILLE, PA. 
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SYSTEMS 


(new or redesigned) 


FOR 
PLYWOOD PLANTS 
planing mills, etc. 


Any Industrial Sheet 
Metal Work to Your 
Requirements 


Call EA 0111 


Portland, Oregon 


AMERICAN 


SHEET METAL WORKS, Inc. 
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now... 
get extra power to stop heaviest loads 
under most abusive conditions... with 
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Woarito Besros 
DOUBLE 


combination 


@ World Bestos LOGGERS’ SPECIAL is for big rigs 
doing big jobs! It will stop tremendous loads safely 
every time down the steepest, twisting mountain 
roads, through mud and water 
Fully tested in severest logging operations gual 
anteed NONFADING from heat or water! LOGGERS 
SPECIAL uses two high friction Red Blocks in the fa 
mous RED BLOCK Combination 
Double Red” gives the extra stopping power you need 
for the toughest, hottest jobs; reduces drum heat-check 
ing to a minimum and gives exceptionally long life for 
; te such severe service! 
WORL Test a set of World Bestos LOGGERS’ SPECIAL on your 
NEW CASTLE, INDIANA biggest, toughest job and you'll be convinced. 


LOS ANGELES, CALIF. A. H. Ross & Co., $43 S. San Pedro St. PORTLAND, OREGON, Sparks-Wills, Inc. 511 S. E. Market St 
SAN FRANCISCO, CALIF., F. Somers Peterson, 524 Folsom St. VANCOUVER, 8. C., Western Equipment, Lid, 102 Main St 


THE LUMBERMAN 














@ SIMPLICITY OF DESIGN 


—for easy upkeep. 


@ CAST STEEL BASES WITH CAST STEEL 
MACHINERY SIDE FRAMES 
—eliminates weaving—assures the align- 
ment of shafts and bearings and reduces 
wear. 


@ “FEATHER-TOUCH” CLUTCH CONTROL 
—easy operation—no shutdown because 
of control failure. No pumps or com- 
pressors. 


@ CUSHION CLUTCH 
—reduces overloads on parts under 
power when the tongs hang uPp- 


@ UNIFORM PRESSURE SWING CLUTCHES 
—eliminate the jerks and grabs that set 
a load to swinging. 


@ BALL AND ROLLER BEARINGS ON ALL 
HIGH SPEED SHAFTS 


—minimum power loss to friction. 


@ NORTHWEST WORM BOOM HOIST 
—boom up, boom down—no jumping, noe 
chattering, just velvet action under power 
both up and down. Independent High- 
Speed Boom Hoist available if desired. 


@ NORTHWEST DIFFERENTIAL STEERING 
—positive traction on both crawlers while 
turning as well as when going straight 
ahead assures easy negotiation 


@ CRAWLER GEARS FULLY ENCLOSED 


—nothing uncovered to pick up trash. 


@ EASY CONVERTIBILITY 
—all Northwests are easily converted to 
Shovel, Dragline or Pullshovel. 











th less than 


NORTHWEST 
ADVANTAGES! 


Here is another of the many 
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—_ over the Northwest advantages. Talk 
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ell you what a Northwest can do for you 
NORTHWEST ENG : , | 
s -NGINEE 3C 
1510 Field Bidg a 


135 Seo. La Salle St 
Chicago 3, Illinois 
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a LATE FOREST INDUSTRIES NEWS 


These Are the Names in the News— 


e John L. Aram has been elected president of the 
Boise-Payette Lumber Co., Boise, Idaho. He has 
been executive vice-president. He succeeds Norton 
Clapp of Seattle. Gilbert H. Osgood, Chicago was 
made chairman of the Board and E. R. Titcomb, 
Cleveland, Ohio, secretary. The board now con 
sists of the following: Aram, W. D. Eberle, A 
Carl Helmholz, G. F. Jewett, Glen A. Lloyd, Frank 
D. McCulloch, Albert J. Moorman, S. G. Moon, 
John M. Musser, Theodore H. Smyth, Osgood 
Sheldon and Titcomb 


e Owen T. Stebbins has been ap 
pointed Promotion Manager for 
the California Redwood Associa 
tion. He has been with the 
California Redwood Association 
since 1951. He replaces Byrne 
C. Manson, was is now with the 
Arcata Redwood Co. as research 
engineer 


e Gordon Tripp, former head of the Mt. June 
Lumber Co., Springfield, Ore., will construct a 
new plywood plant in the Springfield area, utiliz 
ing salvage logs to make sheathing, forms, sub 
flooring, etc. The plant, as yet unnamed, expects 
to begin operations by fall 


e Marion L. Talmadge has been named new assist 
ant treasurer of Georgia-Pacific Plywood Co. He 
has been with G-P since 1946; has been credit man 
ager since 1951. He will be located in G-P’s Port 
land, Ore., offices. 


e Robert A. Muller, senior vice president, has 
been elected president of Atlas Plywood Corp 
He succeeds Elmore I. MacPhie, deceased. Rich- 
ard D. Bolster, assistant treasurer, has been named 
assistant to the president 


¢ Georgia led the south in pulpwood cutting in 
1954. That region also made a record cut and 
maintained its position as the nation’s leading pulp- 
wood-producing region. FS reports 16,269,600 cords 
cut in 12 states, up 1°) from '53. This represents 
60°. of the total receipts of domestic pulpwood at 
all pulpmills in the U.S 


e Howard J. Doyle, formerly with Southern Pulp- 
wood Conservation Ass’'n., has become forester 
for the North Carolina Forestry Association's 
Furniture, Plywood ad Veneer Council 
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© New President of Forest Products Research 
Society is Moss B. Christian, Chicago Mill & Lbr 
Co., Tallulah, Ala. Ralph H. Bescher, Koppers Co., 
Pittsburgh, is president-elect. FPRS_ national 
meeting in June in Seattle attracted 500 scientists 
and lumbermen from five nations. Next year’s meet- 
ing will be held in Asheville, N. C. 


¢ Harold Atkinson is the new general manager for 
Kalpine Plywood Co., div. of Plywood, Inc. with a 
mill at Klamath Falls, Ore., and another at Cres- 
cent City, Calif. He was former manager at Astoria 
Plywood Corp 


e Governor Arthur B. Langlie 
(Wash.) recently appointed Don- 
ald E. Colwell, logging superin- 
tendent, Cascade Lumber Co., 
Yakima, Wash., to the State In- 
stitute of Forest Products, suc- 
ceeding William C. Howe, Spo- 
kane, who resigned 


e Lloyd R. Crosby, Portland, died recently. He 
was one of the West's best known logging engi 
neer, forester and logger. In his younger years he 
worked for Weyerhaeuser Timber Co., Later he 
operated his own logging camp in Washington. 
Following the great Tillamook, Ore., fire he organ- 
ized the Consolidated Timber Co., which was said 
to have been the largest logging operation ever 
undertaken, producing at the rate of over a million 
feet of logs per day. 


e J. G. Hale who has been assistant manager of 
Weyerhaeuser Timber Co’s Everett, Wash., divi- 
sion has been appointed manager of the company’s 
new Grays Harbor Division which will operate the 
former Schafer sawmill at Aberdeen, Wash., re- 
cently acquired from the Simpson Logging Co. 


e While in the Northwest in late June S. W. 
Antoville, of New York, president of the U S 
Plywood Corp., announced the company plans to 
build within the next three years a large veneer 
plant at a site yet to be selected, in Southern 
Oregon. 


¢ Brice Hammack, formerly logging superin- 
tendent for Bate Lumber Co., Grants Pass, Ore., 
has assumed the same position at Publishers’ Paper 
Co., Oregon City, Ore. Hammack was previously 
timberlands manager for St. Helens Pulp & Paper 
Co. 
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“It works in rock all the time 
and does a great job for us!” 


tamina. For example, an extra 


That’s the word from James A. Arden, Arden Logging this unit is designed for 


trong blade, built to stand up under the pounding of 


Co., Port Alberni, B. C., who uses this CAT* D8 Tractor ging. A sturdy moldboard, curved to roll material 
ihead in heaping load binger-tip teering to ive 
the operator positive control of cach track. And power 


with No. 8A Bulldozer to build roads and handle other 

matched with traction and blade capacity for maximum 
P , : output 
jobs = Can rocky senate Ask uur Caterpillar Dealer about the new D8 with 
of torque converter (Seri 1) or oil clutch drive 
itis: aN from its new 7-track roller track frame to 
pe ww engine, 155 HP at the drawbar, it’s built to set 
f production in the woods. Name the 
d to demonstrate! 


through ( Lea (Calif 


to the Dor ing ground 
i es * 
""""" CATERPILLAR 
in all-purpose tool ey 


ot 00d Coletpeset ave fegistered Gedemarks 


18! 
When you have 


you can’t beat ; 











Total weight 8,800 Ib 
Model D Standard Wt. on front wheels 2,700 Ib 
Wt. on rear wheels 6,100 Ib 


(GASOLINE ENGINE) Blade pressure 4,900 |b 
Four speeds forward to 25.6 mph 

Standard Equipment: Six- Reverse to 3.3 mph 

volt electric generator, battery, 

two white headlights, one red 

combination rear and stop 

light, muffler, 10-ft by %-in 

moldboard, hydrauli« 

controls for mold 

board lift, four 7.50 

20 (6 ply) rear and 

two 6.50-16 (6 ply) 

front pneumatic tires 

with regular tubes 











Match your grading needs with 
from the Allis-Chalmers 
model Dp motor grader line 


Model D Diesel 
Standard 


Total weight 9,350 |b 
Wit. on front wheels 2,760 ib 
Wit. on rear wheels 6,590 Ib 
Blade pressure 4,900 Ib 
Four speeds forward to 25.2 mph 
Reverse to 3.2 mph 


Standard Equipment: Twelve-volt moldboard, hydraulic controls for Both gasoline and diesel Mod- 


electric generator, battery, two white moldboard lift, four 7.50-20 (6 ply) el D’s are available with any 
headlights, one red combination rear rear and two 6.50-16 (6 ply) front 


combination of accessories. 
and stop light, muffler, 10-ft by %-in. pneumatic tires with regular tubes 


You can still buy a Model D for one-third the cost of a large motor grader, 
and it’s the most popular, most versatile small grader on the market. In 
addition to the units illustrated, the Model D is available with other 
combinations of accessories ... or with any of these useful attachments: 
rear-mounted %-cu-yd loader; shoulder maintainer; one-pass windrow 
eliminator; V or blade-type snowplows. Ask your nearby Allis-Chalmers 
dealer for a demonstration ... and prove the Model D’s value to yourself. 
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Total weight 10,900 Ib Scarifier pressure 4,900 Ib 

Wt. on front wheels 3,750 ib Four speeds forward to 25.6 mph Model D 
Wit. on rear wheels 7,150 ib Reverse to 3.3 mph ° 
Blade pressure 6,450 Ib Special 
Fully Equipped as Follows: Six-volt 

electric generator, battery, two white head- (GASOLINE 
lights, one red combination rear and stop ENGINE) 
light, muffler, 10-ft by %-in. hydraulically 

shiftable moldboard, 6-valve con- 

trol group, four 8.25-20 (6 ply) 

rear and two 8.25-20 (6 ply) front 

pneumatic tires with regu- 

lar tubes, front wheel lean, 

power circle turn, hy- 


draulic scarifi- 
er, all-steel cab 








NOW AVAILABLE WITH t . 
YOUR CHOICE OF TWO OUTSTANDING J diesel engine 
ALLIS-CHALMERS ENGINES 0... with follow-through 


POWER-CRATER YQ | combustion 
gasoline engine , 


Total weight 11,450 Ib Scarifier pressure 4,900 Ib 
Wt. on front wheels 3,750 Ib Four speeds forward to 25.2 mph 
Wt. on rear wheels 7,700 lb Reverse to 3.2 mph 


Blade pressure 6,450 Ib £ Diesel 
- Pe : ° 
Fully Equipped as Follows: Twelve-volt : Special 


electric generator, battery, two white head 
lights, one red combination rear and stop 
light, muffler, 10-ft by %-in. hydraulically 
shiftable moldboard, 6 

valve control group, four 

8.25 20 (6 ply) rear and 

two 8.25-20 (6 ply) front 

pneumatic tires with reg- 

ular tubes, front wheel 

lean, power circle turn, 

hydraulic scarifier, all 

steel cab 


POWER CRATER is aon Allis Chalmers trademark 


ALLIS-CHALMERS 


RACTOR DIVISION © MILWAUKEE 1, U. S&S. A. 
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THE NEW 


D342 


THE NEW 


D339 & 


we Naw BRIEF SPECIFICATIONS: ws Hew 


0342 
INTERMITTENT OUTPUT Mas 


RATED OUTPUT Maximum 


0339 


num recommender or loads of short 
1990 HP duration (1 hour or less) with equal periods t idje or low load 126 HP 


re 


commended for toac of moc jerate 


171 HP duration (12 hours or less) with equal perio t idle or low loac 112 HP 


152 HP 


6 


CONTINUOUS OUTPUT Max 
nlir 


100 HP 


4 


5*4 in. x BIN Bore and stroke . 4a tt x Bin 


1246 cu. in ; P 


ton displacement . 831 cu. In 


1200 Rated speed, r.p 


425 ; “—— ow idle speed, standard 


CHOICE OF STARTING SYSTEMS! 
Air Electric Gasoline 


FUEL SYSTEM DESIGNED FOR ECONOMY! 


MANY OTHER IMPORTANT FEATURES! 


We'd be gled te send you more information on the 
new 0342 and 0339. just mail the coupon below. 


DOO O88 OOOO Saas 


CATERPILLAR TRACTOR CO., Dept. 221 
Peoria, lilinois, U. S$. A. 


Send me complete details on the new 0342 and 0339 


Here are the latest advances in diesel engine 
design. They offer you better operation, less mainte- 
nance, higher horsepower, more compact design. Call 
your Caterpillar Dealer today for full details on both 
of these compact, modern new engines. Remember 
him, too, for complete installation and prompt service. 


Caterpillar Tractor Co.,San Leandro, Calif.; Peoria, Ill.,U.S.A. 





Late Forest Industries News 


e One of the first entirely new sawmills to be built 
in British Columbia for some time has been an- 
nounced for the Duncan Bay area, northeastern 
Vancouver Island, by Crown Zellerbach Canada, 
which is proceeding with a $28,500,000 expansion 
program there in connection with its pulp and pap- 
er enterprise. The sawmill marks a departure 
from purely pulp and paper manufacturing opera- 
tions at Duncan Bay. Its construction foreshad 
ows a completely integrated forest industry pro 
viding for the best end-use of sawlogs, pulp logs 
and sawmill waste all at one mill 


e Reiterating a stand taken at their annual conven- 
tion earlier this year, the Truck Logger’s Associa- 
tion of British Columbia have called for the estab- 
lishment of a forest commission headed by a judge 
to administer B. C.’s vast forests and industries. 
The brief was presented to the Sloan Royal Com- 
mission during hearings on the forest manage- 
ment license question. 


e The Long-Bell Lumber Co. last month applied 
for water rights on several Oregon coastal lakes; 
the water would be piped to Gardiner for use at 
a potential pulp mill site. Menasha Plywood Corp., 
North Bend, Ore., also has applied for water in the 
same area. No announcement of any mill has yet 
been made 


e Pope & Talbot is installing a barker and chipper 
at its Oakridge, Ore. sawmill. Chipped wood will 
go out by rail, hemlock to Publishers’ Paper Co., 
Oregon City, and fir will go to Western Kraft Co., 
Albany, Ore. a new small sulfate mill which is 
scheduled to begin production in November 


e Crown Zellerbach Corps. timber department 
processed 2,582 pounds of tree seed this past sea 
son from cones collected during the fall months 
This amount of seed, taken from seven western 
coniferous species, was obtained from 6,000 bushels 
of cones collected by CZ employees, Boy Scouts 
and families living near the firm’s tree farms 
Crown has accumulated over two tons of seed in 
its cold storage seed bank 


e Only 88% of the annual allowable log harvest in 
Douglas fir region on the National Forests of 
Western Washington and Oregon was cut in 1954, 
which was two percent less than in 1953. The aver 
age cut on the National Forests for the 1945-1954 
period was only 69 percent of the allowable cut 
Total cut for 10-year period ending 1954 was 12,571,- 
000,000 feet. The allowable cut was 18,303,400,000 
feet 


e Pay-as-you-go purchasers of Washington state 
“school” timber are now included in the require 
ment that buyers assume entire risk for losses by 
fire and theft and for property taxes on the tim 
ber. Title will pass at time of sale instead of at 
time of final payment as formerly. This proce 
dure previously applied only to those who paid 
cash in full at time of sale. 
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e Knox Marshall, for many years with the Forest 
Service in Washington, Alaska and Idaho, has 
taken a position as forester with the Western Pine 
Association. He'll be based at Sacramento. He 
has been on the timber management staff of 
Kaniksu NF at Sandpoint, Ida., the last several 
years 


e Another forester with logging and forestry ex- 
perience in the Pacific Northwest and with the 
FS & BLM in Alaska, Virgil Heath, is the new 
Oregon supervisor for BLM. Mr. Heath transfers 
from Washington, D. C., where he was asst. chief 
of the BLM division of forestry. 


e L. B. Olmsted, general man 
ager of its Southern distributing 
operations, has been elected vice- 
president of the United States 
Plywood Corp. He was previous 
ly president and general manager 
of U. S.-Mengel Plywoods, Inc., 
a chain of fifteen Southern ware- 
house-distribution units former 
ly jointly owned by U. S. Ply 
wood and The Mengel Co 


e Menasha Plywood Corp. is completing construc 
tion of a modern-design stud mill, located near the 
company’s plywood plant at North Bend, Ore 
The stud mill was designed by St. Onge & Grady, 
Roseburg, Ore., industrial engineers. 


e Weyerhaeuser Timber Co., has confirmed re 
ports that it will build a $20,000,000 sulfite pulp 
mill on a recently acquired 850-acre site at Cos 
mopolis, Wash., three miles southeast of Aberdeen 


e Increased dollar volume of sales and an open 
Winter for logging contributed to an increase of 
170 percent in the earnings of B. C. Forest Prod 
ucts during the six months ended March 31, com 
pared with the corresponding period in 1954, ac 
cording to Chairman E. P. Taylor, who states that 
the company is planning to build a $25,000,000 
pulp mill on Vancouver Island in return for a 
forest management license that has been assured 
by the government. Profit for the six months 
period was $1,642,611 


e A new $2,500,000 board mill will be erected at Ar 

cata, Calif., by the Roddis Plywood Corp. It will 
operate in connection with the company’s plywood 
plant. This plant will mark the entrance of Roddis 
into a new business. The new product will be a 
wood-waste board produced from adhesive coated 
chips bonded into panels. The product will be dif- 
ferent from any now being made in the U.S. The 
method to be used is the Behr-Homogenholz proc 

ess used in 12 European plants. The plant is sched 
uled to be in production in 14 months. Ford-Bac 

ron-Davis of New York have been retained as the 
construction engineers. The Donald R. Seip Co., 
New York, is the general consultant and process 
engineer on the project. 
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() [| hy F THE BEST CHAIN ... 
FOR EVERY OPERATION! 


regardless of the size of your mill 


BY SELECTING 
PROFIT MAKING = moune cHains 
H-type Mill Chain Refuse Chain 


ae Chain Combination Chain 
ight Conveyors ; 

Long Link Chain it wei daa 
(MALLOY) Long Link Conveyor Chain etachable Chain 
Roller Top Transfer Chain Pintle Chain 
Sprocket Wheels Elevator Buckets 


CONTACT THESE DEALERS AND DISTRIBUTORS FOR SALES AND SERVICE 


307 5S. E. Hawthorne Bivd., Portland, Oregon—-EMpire 1131 
J. W. Minder Chain G Cear Co 6011 So. Central Ave., Los Angeles 1, Calif.—ADams 3-722) 


Charlies A. Fowler Co Hudson Machinery Co Chain Gear, inc Industrial Machinery G Supply Co 
San Francisco 3, Calif Tacoma, Wash Seattle, Wash Jox 
979 Bryant St 668 East lith Street 822 First Ave. So 
MAin 2617 MAin 7000 


Electric Steel Foundry Co Fisher Bros. Company Longview Equipment Co Industrial Stee! G Supply Co 


ALSO MOLINE : 
DETACHABLE TRANSFER CHAINS 6 
RIVETED COMBINATION CHAINS & 
RIVETED TRANSFER CHAINS ' 
RIVETED REFUSE CHAINS ' 
MALLOY) LONG LINK CONVEY. §& 

OR CHAINS ' 
CONVEYOR FLIGHTS ' 
ROLLER TOP TRANSFER CHAINS & 

We Are Manuflacturers : 

' 
’ 


PROMAL CHAIN 


Pacific Logging G Mill Supply Co 


( anadian Distributors 
Western Equipment Ltd 
2 Main St.. Vancouver, BC 2003 Government St Victoria, B.C 
Phone TAtiow 233 Phone Carden 1413 














MALLEABLE IRON CO.iiiNGie 
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Fuller Model 5-A-1120 Transmission 


Faller Transmission logs [20.000 
miles yearly on Sterra slopes 


Cal-Ida Lumber Company of Cali- 
fornia has a sawmill at Downieville 
and a finishing mill at Auburn, sup- 
plied by a fleet of heavy duty trucks. 
Day and night, Cal-Ida’s fleet of lum- 
ber rigs roll over their private haul 
road — 130-mile round trips— with a 
relief operator in each truck. Loads 
go up to 15,000 board feet. 

One of Cal-Ida’s big rigs—an In- 
ternational powered by a 300 hp Cum- 
mins diesel——averages 120,000 miles 


a season. To keep this big rig rolling 


FULLER MANUFACTURING COMPANY 


—and to withstand the severe stress 
of constant shifting and heavy-load- 
ing —Cal-Ida uses a Fuller Transmis- 
sion... the extra-large heavy-duty 
Model 5-A-1120. With helica gearing 
in all five forward speeds, the rugged 
5-A-1120 shifts with the smoothness 
and quietness of smaller units. And 
with ratios engineered to deliver 
the 5-A-1120 gets 


maximum efficiency from the 300 hp 


maximum torque 


diesel. 


That's why you'll always find Fuller 


in the logging and lumbering indus- 
tries where the loads are heavy .. . the 
grades are steep and the going tough. 
Specify a Fuller Transmission for 


your next logging truck, 


Transmission Division), KALAMAZOO, MICHIGAN 


Unit Drop Forge Div., Milwaukee 1, Wis. * Shuler Axle Co., Lovleville, Ky. (Subsidiary) * Seles & Service, All Products, West. Dist. Branch, Ookland 6, Cal. and Southwest Dist, Office, Tulse 3, Okie, 
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Late Forest Industries News 


e The trend toward more cooperatives in the ply- 
wood industry is going full steam ahead in the 
Puget Sound and Grays Harbor areas of Wash- 
ington. Three plants are currently in changed 
status, according to present plans. They are Wal- 
ton Plywood of Everett, Woodlawn Plywood of 
Hoquiam and Buffelen Mfg. Co. at Tacoma. 

Woodlawn, previously bankrupt, was sold for 
$450,000 in federal court to a co-op group of Grays 
Harbor people known as Hoquiam Plywood Co., 
Inc. Principals are H. L. Moran, Herbert Fovargue, 
A. E. Kainber, Fred Dean Jr., Howard G. Wilson, 
Roy E. Markham and Louis Stricevich. 

At Everett, Washington Plywood Co., Inc., an- 
nounced hopes of exercising its option on the 
purchase of the plywood mill facilities of Walton 
Plywood Co. The new co-op is capitalized at 
$1,500,000 divided into 300 shares with a par value 
of $5,000 each. Finality of the deal would de- 
pend upon the co-op’s ability to sell all the shares. 
Principals are Amos W. Ameden, Edw. H. Mort- 
veldt, Harold B. Thompson, Basil C. Funk, and 
Donald F. Hopkins. 

Buffelen Mfg. Co. at Tacoma two months ago 
announced its decision to close down. Since then, 
employees of the large lumber, door and plywood 
plant have begun negotiating for continued oper- 
ation under co-op status. 


e The U. S. Tarriff Commission has refused to 
grant a request of American Hardwood plywood 
producers for higher tariffs on imported hardwood 
panels. At recent hearings the manufacturers con- 
tended that a flood of imported hardwood plywood 
is seriously injuring American producers. The 
commission turned a deaf ear to this contention. 


e At the request of the Georgia-Pacific Plywood 
Co., the U. S. Forest Service is now advertising for 
sale some 7'4 billion feet of timber in the Juneau, 
Alaska area. Bids will be opened by A. W. Gree- 
ley, regional forester for Alaska, on August 17 
Under the terms of the sale the purchaser must 
open a pulp mill by July 1, 1961 which must have 
an annual log requirement of at least 100,000,000 
feet. The advertised rates are $2.80 per M for the 
Sitka Spruce; $1.70 for western hemlock, yellow 
cedar and other species. Rates will be redeter- 
mined January 1, 1971 and at five year intervals 
thereafter 


© Sawmill specialist C. J. Telford has retired after 
26 years with the Forest Products Laboratory at 
Madison. His contribution to the forest industries 
has centered on development of efficient small saw- 
mills throughout U. S. and for the army in World 
War II. Following the '38 New England hurricane, 
he took charge of salvage sawmill activities. 


* Timber holdings and a 100M-ft. capacity bank 
sawmill and planing mill of Donna Timber Prod- 
ucts, Canary, Ore., have been purchased by Moun- 
tain Fir Lbr. Co. The new firm specializing in long 
dimension lumber will operate as the Mt. Canary 
Lbr. Co. and will soon install a cant gang saw. 


¢ Brown's Tie & Lumber Co., McCall, Ida., will 
begin operating a new 250M capacity Moore dry 
kiln this month, supplementing two other Moore 
kilns. The new kiln is a side loading unit and is 
built of cinder-block and concrete. 


* Coquille Valley Lumber Co., with a sawmill at 
Swiss Home, Ore., is building a new veneer plant at 
Deadwood. N. H. Chowning, Sr., is president. 


¢ Preliminary construction work on a rough sheet- 
ing plywood plant for the Empire Plywood Co., 
began recently in Medford, Ore., with completion 
scheduled for July or August. The firm, incorpo- 
rated for $250,000, is owned by L. G. and V. C. 
Engwall, Eugene, Ore. 60 men will be employed. 


e Cyprus Mines Corp., Los Angeles, has purchased 
the mills and timberlands of the Timber Products 
Co., Medford, whose president, Floyd Hart, recent- 
ly died. The business will be operated as the Tim- 
ber Products Co. Division of Cyprus Mines Corp. 
T. K. Oliver, prominent California lumberman, 
has been named general manager. 


e Leon E. Devereaux Jr., has succeeded Elmer 
E. Ward as purchasing agent of Brooks-Scanlon, 
Inc., Bend, Ore. Ward has retired. Devereaux has 
been with the company since 1946. 


e William J. Thomas, veteran logging superin- 
tendent of the Medford Corp., Medford, Ore., died 
from a heart attack recently. He was 56. 


e Newly formed Mohawk Lumber Co. has pur- 
chased the Fischer Lumber Co., Marcola, Ore. C. 
H. Wheeler is president of Mohawk; William 
Swindells, vice-pres.; and A. R. Morgan, sec.-treas. 


e Marshall R. Leeper, Redding, Calif., formerly 
president, Shasta Box Co., has been made general 
manager of U § Plywood Corp.'s Associated Ply- 
wood Division. Kenneth L. Morrow has been 
named general manager of the company’s Shasta 
Division. 


e Benjamin T. Cardinal, formerly midwest repr. 
for Douglas Fir Plywood Assn., is the new manag- 
ing director of Fir Door Institute, Tacoma. He 
succeeds James F. Fowler, who is now director of 
promotion for DFPA. 


e Earl M. McGowin, vice-pres., W. T. Smith Lum- 
ber Co., Chapman, Ala., has accepted chairmanship 
of a Southern Pine Inspection Bureau committee 
undertaking revision of the 1948 Southern Pine 
grading rules. 


THE LUMBERMAN'S List of Industry Meetings 


August 


Forest Products Research Society, Inland Empire Section, Butte 


Montana, Aug. 4-5 
September 
HOO HOO 64th Annual convention, Statler Hotel, Detroit, Mich 
Sept. 12-16 
Western Pine Assoc., semi-annual, Sept. 15-16, Portland, Ore 
October 
American Forestry Association, Jacksonville, Fla. Oct. 3-6 
Pacific Logging Congress, Victoria, B. C.. Oct. 12-14 
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Society of American Foresters, Portland, Ore., Oct. 16-19 
Forest Products Research Society, Pac. NW Section, Vancouver, B. C 


Oct. Date not set 
November 


Washington State Forestry Conference, Seattle, Nov. 4 
Forest Products Research Society-Mid South Section, Memphis, Tenn 
Nov. 7-8 
December 
Western Forestry and Conservation Assoc., annual meeting, Portland 


Ore., Dec. 7-9 
JULY 1955 





Ce Ma EM pueda devclopmert 


; CALOL INDUSTRIAL 
Field Report amie 


New grease simplifies bearing lubrication, 
cuts bearing repacking time 75% 


CALOL INDUSTRIAL GREASE, an entirely new grease 
made with a completely different synthetic thick- NEW CALOL INDUSTRIAL GREASE is strong in all 


lubricating qualitie: eliminates need for 
ener, has proved its outstanding qualities in all ‘ | Sees : . : ¥ : 
most specialized greases in your plant 


y 
NEW CALOL INDUSTRIAL GREASE speeds greasing 
time, prevents error ut jown space and 
a wide variety of operation: tock control trouble, won't change in storage. 


Willow Ranch Lumber Co. (see photo) Willow Ranch Gives these outstanding advantages: 


types of bearings and other greased point inder 


toughest conditions in sawmills, he show and in 


4 


Calif., always had to repack bearings weekly because Mixes with any grease forms safe mixtures, 
— eliminates bearing removal and cleaning when 
you change brands 


Exceptionally high melting point of 500° F. + 
ran a full month without trouble. When inspected thorough lubrication in extreme high- 


of water entering lower band mill and resaw bear- 


ings. Packed with Calol Industrial Grease, bearings 


temperature operatior 
both grease and bearing were in perfect ondition 1p : P tis 
Extreme work stability...only slight soft 
j t ied to operate without additional grease. Pe et Fee : a. 
Gane contin »P = & ° ening after 1000—hour test that turns most 
greases to fluid in 4 to 20 hours. 


are oF ; Excellent wear-prevention qualities , 
FREE FOLDER gives you proved in aefelee Gttr bteelotae steel. 
complete information on ‘ ats SS ’ 
steel—on—bronze, steel—on—babbitt bearings. 
New Calol Industrial , 
Grease. Write or ask for Outstanding rust protection in service or 
it today. lay-up even in hot, moist condition 
Unusual water resistance does not emulsify 
FOR EXPERT HELP on after more than a week in boiling water; con- 
pouty oe y- po tiger ventional greases disintegrate after 4 min 
ms, ite o a your : 
Standard Fuel and Lubri- Non—corrosive...will not corrode copper or 
ant Engineer or Represent- any ferrous or non-ferrous metals 
ative, or write Standard Pumpable over wide 
Oil Company of California, 
225 Bush St., San Francisco. 





temp. range Medium 
grade pumps through air dispensers at 3°F. 





STANDARD OIL COMPANY OF CALIFORNIA 
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New 


wre! International 


sail sen Power... New gearing... New ruggedness—for greater production 
NEW Track Frames...300 per cent stronger 
NEW Finger-Tip Power Steering...advanced hydraulic design 


NEW Operator Compartment...comfortable driver’s seat—easy-to- 
reach controls 


NEW Track Roller Oil Seals... 500-hour period between lubrications 
NEW Positive Self-Energizing Brakes, 13% more effective brake area 


NEW Appearance...sleek grille, heavy fenders, 75-gallon fuel tank. 
Better visibility ...control-tower view front and rear 


LOOK AT THAT LOAD as operator applies 103-drawbar - of new 


I'D-18A. Steering is effc wtiess with new hydraulic finger-tip controls 
and positive, self-energizing brakes 
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Here’s the crawler tractor with everything con 
tractors need to meet increased competition— 
increased workpower, increased ease of operation, 
increased durability: 

The improved INTERNATIONAL TD-18A, now 


with 103-drawbar horsepower at 24,300 lbs. maxi- 


mum drawbar pull in first gear at rated rpm. 


flow with 
103 Drawbar HP 


Double check all these great new TD-18A features 
—right here on these pages—on your job where you 
can take over the controls and appraise their value 
in extra work done for lower cost. Your INTERNA- 
TIONAL Industrial Power Distributor will arrange 


your own personal shake-down test of the TD-18A 


any time you say. 


INTERNATIONAL HARVESTER COMPANY, CHICAGO 1, ILLINOIS 


INTERNATIONAL 


: INDUSTRIAL POWER 


INTERNATIONAL 
HARVESTER 
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MAKES EVERY LOAD A PAYLOAD 
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WE SAY 
ATKINS SAWS 
CAN DO IT BETTER 


and somebody 
always asks why 


ATKINS CHIP-BREAKER HOLDER 


Best for every type of wood, hard or soft 

works especially well in frozen lum- 
ber. Longer bit life gives longer produc- 
tion runs chips and dust clear quickly, 


completely there's NO substitute! 


ATKINS INSERTED-TOOTH 
CIRCULAR MILL SAWS 


. with Stabilizing Holes 
The leader in performance and endurance 
because Stabilizing Holes relieve rim 
strain help the saw hold its tension 
Runs cooler and gives sensational results 
in all types of wood. Produces straight, 
uniform lumber. Fit it with new ATKINS 
Chip Breaker Holders and improved Pre- 


cision Bits for the perfect combination 


ATKINS PRECISION SAW BITS 


Improved precision manufacturing meth- 
ods make ATKINS Bits uniformly consist- 
ent. Their true-taper side clearance is 
exact in each bit. You can’t get a better 


bit. Made in carbon or high speed steel 


There is action at 


ATKINS 


SAW DIVISION 


Tel ices 2-4 0.04 Mele) 220) 7. yale), | 
INDIANAPOLIS 9, INDIANA 






























Portland Headquarters 
S821 N. E. Glisan Street 


Fd CONSTRUCTION AND LOGGING TRACTORS + HOUGH PAYLOADERS + BERGER DONKEYS 
UNIT SHOVELS 
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Big Red Internationals keep constantly on the go... 
with fewer visits to your shops. Your newest operators 
get more out of them, your oldest hands work 

miracles with TD-24 power in their hands 

There are good, sound reasons why it pays all ways 
to own TD-24’s.... Call your HOWARD-COOPER man 
and make him show you 


On-the-job photograph made by Eimer Weaver at Buck Mountain 
Logging Company's Shelton, Washington, operation 


Howard -Cooper Corporation 


PORTLAND, OREGON 
Branch Offices: 


ALBANY «+ CENTRAL POINT - COQUILLE - EUGENE + ROSEBURG + SEATTLE 
Howard - Cooper of CALIFORNIA... EUREKA, CALIFORNIA 







* OTHER LOGGING AND CONSTRUCTION EQUIPMENT 


THE LUMBERMAN 19 














SHOVEL 










































Showing the Way 
From Camp to Mill 


You can give your logging opera- 
tions a real boost by assigning key 
jobs to Bucyrus-Erie excavators. Be 
cause they're easy to convert to var- 
ious front ends, one basic machine 
equips you for a wide variety of exca- 
vating and lifting jobs-—a shovel or 
dragline for building haul roads and 
other dirtemoving work; a crane for 
loading logs at the campsite, at trans- 
fer points, and at the mill; or a clam- 
shell for maintenance and cleanup 


jobs 


Changeovers from one front end to 
another are made easily right in the 
woods. The shovel crowd drum, for 
example, is removable with the boom 
as a unit, making front end conversion 
little more than merely switching 
booms. With changeovers made as 
quick and easy as this, you're always 
ready to tackle the immediate job with 
the front end attachment best suited to 
the work 


All the facts on these versatile, con 
vertible excavators are available from 
your nearby Bucyrus-Erie distributor. 
Call him or see him now for detailed 
information on these three favorite 
models of logging companies — the 
%-yd. 22-B, the 12-yd. 38-B, and the 
2-yd. 51-B. Also ask about the 22-B 
Transit Crane — carrier-mounted to give DRAGLINE 
you rubber-tired mobility. 119ESS 






‘BUCYRUS. 75 1955 
ERE aoe 


South Milwaukee to Mee whe 


Wisconsin 






a Earth 
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It's packed with photos of mill 


You'll want this 


| “IDEA” book 


operations...flow charts...44 pages full of 
practical ideas to help you reduce costs, 
speed operations. 

You'll find ideas you can use on conveying, 
power transmission, elevating, water 
treatment, and many other items of 


interest to you. 









Why not send for your copy today. 


Just mail the coupon below. 


_ 


for the 
forest products 
industry 
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PITT LL abaa! | CHAIN BELT COMPANY | 

Mission! 4653 W. Greenfield Ave 

4 | Milwaukee 1, Wis | 
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| Please send my copy of Bulletin $4.54, 

| | 
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385 SOUTH MAIN 
MEMPHIS 3. TENN. SEATTLE 14, WASH. 





“It costs real money to guess wrong in buying 
woodworking equipment, and if you make too 
many wrong guesses, you're out of business. 
Maybe that’s why we're so sold on JONES & 
ORTH Cutter Heads. They've always done 


everything expected, and more besides. They 
are a smart buy for anybody!” 


Sweating out grief is O.K. if you want to be 
heroic, but you'll get more credit for being a production 
wizard if you put in equipment that prevents the grief. 
Like Jones & Onru Cutter Heads, for instance. 


You’ve got to ask for them, incidentally, if 
you want Jones & Onrn Heads, because they are not 
furnished as original equipment on most woodworking 
machinery. They sometimes cost a little more . . . are 
always worth a LOT more! 


A good idea is no better than what you do 
with it. If you need better production from your cutter 
heads, TODAY's the best of all days to write us what's 
on your mind! Let US sweat out YOUR grief! 


Write today for the name of our dealer nearest youl 
Address either our Seattle or Memphis branch. 


“The smartest buy 
we ever made!” 





STREET BOX 3064 
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et ta, 


PRECISION TAKE-UP FOR WEAR 
Diegram shows how knife is held so 
it can be moved forward to take up 
| for weer, without change of cutting 
angle. Holder provides positive, safe 
grip of knife at all times. 








Cataleg? You bet! Let 
us send you your copy! 
How else con we serve? 
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BERRY Overdrive 


Hydraulic Carriage Feed 

















with Fingertip Control 


Berry installation at Keewatin Lumber Co., Keewatin, Minn 


\¢ 





= 
a lvl 


Berry 32-10 series pump with Selector Valve for variable speed 





Want to increase your mill’s production? You can do it 
with the Berry Carriage Drive. 

Users report that they have boosted their output as 
much as 35% through conversion to Berry Hydraulic 
Drive. With the ease of Fingertip Control, the smooth- 
ness of hydraulic power and the terrific return-speed 
provided by the Berry Overdrive, amazing production 
increases have been made. 

This rugged, dependable pump motor drive can be 
readily installed in existing sawmills, usually in two 
days or less. The Berry Hydraulic Drive gives you the 
fastest, most modern carriage feed available today! 


BERRY 


Send for bulletin SM-1, which gives further Hemme wives 
details and includes the Drive Selector with 
which you can estimate your own mill output 


with Berry Hydraulic Drive 





BERRY DIVISION 


OLIVER IRON AND STEEL CORPORATION 


PITTSBURGH 22, PA. 


West Coast Office: 1622 8. E. 77th Street, Portiand, Oregon 
Southern Office: Corinth, Mississippi 











‘%. «~S 


~S wees. err 


One of a Fleet of Reliance Logging Trailers serving the Cal-ida Lumber Co., Downieville, Calif. 


ROUGH ROADS and HEAVY LOADS - - 


Reliance Trailers THRIVE on ‘em! 


Reliance Logging Trailers carry maximum loads over the most difficuit roads. 
They ride level, no binding . are remarkably trouble-free .. . and main 


tenance costs are amazingly low. 


Day alter day, year after year the safety and dependability engineered into 


every Reliance Logging Trailer consistently make better profits for owners. 


Follow the lead of the lop operators and standardize on Reliance! 


BETTER OWN RELIANCE TRAILERS THAN TRY TO COMPETE WITH THEM 


RELIANCE TRAILER « TRUCK CO., Inc. « San Francisco 


@ SAN SE, Bob McFarland Truck Sa a Reliance Hog ipment Sa Co. @ SACRAMEN 
TLAR Pacific Body Builde @ SEATTLE, Vet Sa @ HONOLULU, Grace Brothers, | t 
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Berry 32-10 series pump with Selector Valve for variable speed 


Jack Westermann 
well known Northwest 
millman, and superintendent 
of LHL. Lumber Co., 
Carlton, Oregon, 






Jy 


. 


sent us this 


interesting 2-year report 
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25,000,000 board feet without one cent 
for maintenance, service or repairs... 
That’s the story of the first 2 years’ operation for this 


MONARCH LINE BAR RESAW 
at L. H. L. Lumber Co., Carlton, Oregon 


Mr. Westermann had this further to say: 


Our mill has stepped up production tremendously in the past two 
years. During this increase we are certainly proud of the record 
set by our 5’ Monarch line bar resaw. It has proven to be amaz 
ingly accurate and fast. So far, it has not cost us one cent in time 
lost for service. We have found that its simplicity enables a new 
man to learn to operate it in a very short time.” 


For photographs, engineering reports and literature, write to: 


SAWMILL MACHINERY 
LOGGING EQUIPMENT 
PULP MACHINERY 
PAPER MACHINERY 


Subsidiary of Downingtown Forge & Machine Works Inc. 
Manufacturing Company 
Downingtown, Pennsylvania 





2130 N_W. YORK $T PORTLAND 10, OREGON 
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“There goes the 


iA 
board foot 





Southern Office: Corinth, Mississippi 








Z 


SUPER 5’ BAND MILL 














Me y a teel cor on with 
} d faces Read 
P for line bar resaw 
MONARCH 4 
LINE BAR ‘+ i 
Af © ase y that } 
' ‘ 
si ”* 
| | 
FRAME: tHe t / ] 
‘ jhliy welded t ‘ ged fe datior 
HORIZONTAL ROLLS; Fight 24 inch horizontal 
‘ dia eter 4 ©a ed ‘ vy ef alg 
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r tive feed F ‘ y entt ” 
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with M we powers y AA 
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rings through the woods... 


and haulers ring for 
Utility Trailers because — 


Utility logging trailers are job-designed to haul 
maximum legal loads on the highways... 

Utility loggers are lightweight, ruggedly built, pro- 
vide greater payloads. 

Utility’s exclusive built-in hydraulic scale shows 
the load at a glance. 

Utility’s low-mounted trunnion shaft gives greater 
stability. 

Utility’s famous 10-inch brakes give maximum 
safety. 














Utility loggers keep operation costs low; delivery 
time fast; and profit margins comfortable. Enabling the 
hauler to get the timber from the woods to the job 
at less cost to the logger, the mill operator, 
and the ultimate consumer... 


TRAILER MFG. CO. \RY’ 


Los Angeles 54, California 
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NO! Quality is not a meaningless word! 


You'll find proof of this in every R, D. Wood press 
Noah Webster's definition of quality—“‘distinetive trait, 
power, capacity or virtue; excellence of character 
suits Wood-made equipment exactly. Since 1803, every 
R. D. Wood press has been the product of scrupulous design, 


superior materials, painstaking workmanship, Inherent 





quality underlies the over-all efheiency, operating ease, 


and produc tion economies you enjoy when you sper ify R. D. Wood, 


8,300-ton Multiple Opening Steam Platen 
Press. Designed for the manufacture of 
48” x 192” dry process hardboard. A feature 
of this press is the self-contained hydraulic 
pump and control system. R. D. Wood 
makes presses of many sizes and types 
for the manufacture of wet or dry process 
hardboard, and also plywood. Write for 
catalog and engineering information— 
without obligation. 
















































no Re D. WOOD COMPANY 
¥V 
g PUBLIC LEOGER BUILDING e« PHILADELPHIA 5 PENNSYLVANIA 
Representatives in Pr r ties 
MAKERS HYDRAULIC PRESSES AND VALVES © FIRE HYORANTS © CAST (ROM PIPE © GATE VALVES © GAS PRODUCERS «© ACCUMULATORS 
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On Any Type of Logging Operation... 
There Is a “Skagit” to Fit Your Job! 


pratt Yarders 
Sizes and drum arrangements 


for any type of operation. 


yo Loaders 


Conventional or swing drum. 


In sizes for every loading system. 


Bs: )if Mobile Loggers 


Self propelled yarder-loader units: 
The SJ-4 for small to medium logs. 
The SJ-8 for heavy logging. 


For Complete Information 
Consult Your Skagit 
Dealer or the Factory 


KAGIT yeas & IRON WORK SEORO-WODLLEY, WASHINGTON 
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Bank on a Vask-Foree Truck 
to Cut Your Hauling Costs?! 


You'll save money on the job and be way 
ahead at trade-in time with a modern 
Chevrolet heavy-duty hauler ! 


You save with modern high-compression power 
new Loadmaster engine 


Specify a 
. or the big 140-h.p. 
Jobmaster (optional at extra cost). With either 
of these highly efficient valve-in-head engines 
you get the most out of a gallon of gas. You 
level the hills that could cut 
valuable time from your schedules. And even 
in cold weather you start more quickly with 
Chevrolet’s hefty 


accelerate fast, 


12-volt electrical system. 
in itself—a husky re- 
serve of electrical power when you need it! 


That’s a big advantage 


You save with the most modern truck features your industry 
has ever seen —New standard-width frames 
more rigid with completely parallel side mem- 
bers. Power Brakes are standard on 2-ton jobs; 
other power helpers are available. Panoramic 
windshield, High-Level ventilation, softer seats, 
new concealed Safety Step—they’re features 
that make ‘Task-Force trucks extra easy to live 
with. Driving’s less of a chore. You’re bound to 
save money when you can maintain peak 
efficiency! 

Why buy an old-fashioned truck and stand to 
take a licking at trade-in time? See your Chey 
rolet dealer for the most modern truck money 
can buy. . . . Chevrolet Division of General 
Motors, Detroit 2, Michigan. 


NEW CHEVROLET 
ager [ask-Force tRUCcKS 
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when you buy 


strength - 
durability -— 
and 
tops in 
service! 


Guaranteed 
FOR 
LIFE 


BUY FROM 
YOuR 
SUPPLY 
STORE 


LEBUS 


LEBUS 
ROTARY TOOL WORKS 


INCORPORATED 


P ©. Bex 2352 
LONGVIEW, TEXAS 


.. 0. Ph. 5 


~>.umberman 


presents as Tall Timber 08 
Larry T. Marshall 


A STRONG SENSE of civic responsi 
bility and a keen interest in the future 
#4 the forest products industry charac 

verize Larry T. Marshall, logging man 
ager for the Dolly Varden Lumber Co 
at Arcata, Calif 

With a varied background in both 
Douglas fir and redwood region log 
ging, Larry is not a native westerner 
Actually, he was born at Carson 
| Louisiana—in November, 1913. But he 
| has the heritage of being born into a 
llumberman’s family—and his experi 
lence since then has been built upon 
that firm foundation 
Marshall's contributions to forestry 

ind logging were acknowledged by his 
fellow woodsmen in his election last 
year as president of the Redwood Re 

gion Logging Conference. He presided 
1955 session, held at Eureka 
Forest In 


yver the 
vhen “Permanence of the 
lustry 

Larry 
La. to Vernonia, Ore. at the age of 


was discussed 

migrated west from Carson 
about ten There he comple ted gram 
tha©r school and graduated from high 
school. He worked one summer (1930 
for the Oregon-American Lumber Co 
now the Long-Bell Lbr. Co 
intermittently for the same company 
until 1938. Other employment was 
with the Clark & Wilson Lbr. Co. in 
1933, 1934 and 1935 


working 


LARRY SUPPLEMENTED HIS high 
school education with some boning up 
lin surveying and mapping from the 
International Corre sponde nee School 
All this was a prelude to his subse 
|} quent enrollment at Oregon State Col 
le wes hool of Forestry 
| Here Larry again distinguished him 
self He made the all sé hool honorary 
|Phil Kappa Phi. In his senior year 
11941) he received the Lipman Wolfe 
Award (for 


lass)—an honor not previously given 


highest standing in his 
i forestry student 
After graduation in 194] 
ner work in the timber, he put in a 
hitch with the Eastern Lane Fire Pa 
trol Assoc. of Eugene Ore working 
| with them until late 1942. This was 
| followed by employment with the 
West Coast Lumbermen’s Association 
In early 1946, Larry became affiliated 
|} with the West Gate Lumber Co. at 
| Sweet Home, Ore., remaining until 
1950, when he moved south to north 
rm California. He has held the posi 
tion of logging manager for Dolly Var 
| den since then 
Marshall's 


with sum 


professional affiliations 
the Society of American For 
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Larry T 
Marshall 
Logging Manager 


Dolly Varden 
Lumber Co 


ters, Xi Sigma Pi (fe 
ary society Redwe " 
servation Council (its 1955 vice-pres 
and Northern California Sealing Bu 
For the latter, he i 
the board of directors and served a 
president in 1953. He is 
ber of the District Forest Practice 
Committee, Coast Range Pine and Fi 
then Gov 


reau currently on 


ilso a mem 


appointed by California 
ernor Earl Warren in 1953 


HE HAS DONE much to initiate a 
forward looking forestry program for 
! 


his company. In so doing he 

other to do like 

rewion which can benefit from uch 
Mar hall Wa 
instrumental in building the 
close to the 


drawing upon a forest tract 


courade d 


prudent management 
Rainbow 
redwood mill timber 
et up for 
long-time management. Larry knows 
ind understands the need for adequate 
public and private road tems to 
harvesting and hi 
a constant champion for 


arterials 


carry on order] 
been such 
officiall nnd a i private 
citizen 

Marshall believes the lumber indus 
try is one of the finest—highl 
tive but bringing out better qualitic s 


However, he feels that the 


needs Hore public 


COT pe ti 


nm men 
industry relation 


CONSCIOUSIIESS and regard for public 
rights, to avoid misunderstandings. He 
thinks executives should pend a daily 
portion of their time on rightful public 
responsibilities 

Married, Marshall has two children 
a boy and a girl He 1s il 0 keenly 
interested in fly fishing, duck shooting 
and deer hunting. A looked-forward 
to- event is his annual elk 
expedition to eastern Oregor 


hunting 


No 1955 Safety Conf. 
To Be Held in Oregon 


THE CHAIRMAN OF the 
dustrial Accident ¢ 
nounced that there will be no annual 
Governor's Industry Safety ¢ 
in 1955 in Oregon 

Instead 
hold five or six regional safety confer 
ences By taking the 
know-how on 


State In 
Corritnil OT) has it 


onte rence 


plans are be ing made to 

mate rial ind 
accident prevention 
methods directly to individual citi 
centrally located peopl in those area 
will have an opportunity to attend in 
greater numbers. Many 
able to take the time and money re 
quired to attend a conference in Port 
land will be able to go to one nearby 
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Built to handle the power 


of modern logging equipment 


lODAY WE FIND RUBBER-TIRED RIGS invading the 

reas that we thought only tracks could handle 
Naturally, it takes more power—more engine horsepower, 
that is—to get these units into and out of the woods 

tut no matter how high the engine horsepower 

is boosted, there’s one thing you can be sure of: lines, 

lings and chokers of Edwards Wire Rope will always accommodate 
the full pull of even the most powerful rig they put in the woods 
Edwards Wire Rope has earned a fine reputation in the logging 
industry and we mean to keep that reputation. We'll give 

you every assurance of top wire rope performance, 

whether you're arching logs to the landing or 

bringing them out overhead 

Your Edwards Wire Rope distributor will work 

with you to select the size, construction 


and type of rope your job requires 


PREFORMED 


EDWARDS 
WIRE ROPE 
EDWARDS WIRE ROPE orelcrssPsesce¢ 


>! ERLING STEEL 
E. H. EDWARDS COMPANY 


eee ¢ 


zeneral Office: SOUTH SAN FRANCISCO, CALIFORNIA .« Seattle + Portland « Los Angeles « Houston 
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Rubber Tired Skidder 
Is Used in B. C. 


A NEW TYPE ot rubber tired kiddes 
has been developed in British Colum 


bia by Finning Tractor & Equipment 


This is 
the 
SAWMILL! 


! » outin the sawmill 
bor my nightly in pection 
Nhen alight near the carriage 
Loomed up for detection 

Near the feed works was he ard 
Loud sere aming (obscene) 
lus the gnashing of steel 

Nn a hissing (like steam) 
Inu ghostly flicker 
brom an old trouble light 
Lhoew that poor Ole 

W ould be “tied up all night 

| yooust don't under tan, 
Ole said with a sigh 

Not knowing the hig Ko 

Wa tunding clo « by 

Dtink it's a erin 

To kill time and w ante dough 
()n a poop ‘Lout old feed work 
That yoost don't ao 


Longer cable life, higher production, less 


NEW FINNING rub 
ber-tired Caterpillar 
skidder shown with a 
turn of logs 


Co., distributors for Caterpillar, util 
izing conventional DW10 and DW15 
machines with additions and improve 
ments designed by its own engineer 
to meet special requirement 

The skiddes operates on some vhat 


the ime principle as LeTourne 








! tip-e-toe d out, 

Ole's words on my chest 
And when back in my offices 
Pook my pen from my vest 

I filled in an ad to receive 

Information 
Just the Facts” 

Smooth feed operation 

W ith our new Zidell fee d, 

lean truly say this 

That at night you'll not 


onavery 


Hear a gnash nor a his 
And let me portray that 
Poor Ole the “Mech” 

I. no longer poor Ole 

But happy as heck! 

So take my advice, and 
Investigate too 

The dough that you'll save 
Is worth money to you 


mamtenance, greater savings 


yours with a Zidell Eleetrie D.C. Log Carriage Drive! 


{_ onstant Torque Instantane ous Revers ing and \ ariable Spee ds 


ranging from zero to maximum! Guaranteed for one year against defective 


materials and workmanship A thorough follow through after 


each installation to assure the purchase r’s comple te satisfaction 


INVESTIGATE NOW! write wire or phone 


ZIDELL 


MACHINERY & SUPPLY CO. 


1121 S$. W. Moody St. Portland Oregon 
Phone AT 8691 
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Tournarch exce pt tor basic differences 


in construction. It is equipped with 
i cable controlled angledozer ter 
D6N winch, and a hydraulic 
skidding dech Log 
vinched onto the 
weight of the load tran 
ferred onto the driving dires by rai 
ng the deck 

In the same category is the Logger 
mobile, manufactured b Wagner 
lractor Co. at Portland, Ore.; this ha 
distinctions of its own. | Wheel 
Drive has also entered the field, with 


in experimental model in yperatior 


erated 
kidding deck 


the main 


on Vancouver Island 

C,eora Me Iron s. Car il Flat neal 
Cranbrook, B. ¢ vas the first to use 
the new Finning D1L5 Caterpillar ma 
chine running it over i six-mile 
stretch, the return trip being made in 
about 35 minute It ha hore peed 
ilthough it cannot be 


used direct to the 


than a tractor 
tump, bemg 
marily a tran portation 
device Compared to 
doesn't require more 
trail for operation In 
be skidded with a 
ige to the log Ww road 

Model im operation 
equipped on the drive end 
stone 21:00 x 25 24-ply tire 
of the ease with which chair 
mounted when required 

Kirst experimental DIO 
used bs Callow i\ | umber 
Cranbrook. DI5’s have since gone to 
Wilder Bros. Logging Co. at Radium 
Hot Springs Art Wood Prince 
Ceorge, and other 
Without loads, the 
made more than 30 m.p.h.; loaded 
to 15 m p.h Total weight of the 
chine is 33,750 pounds 

The model in use at Prince George 
will haul about 5.000 or more feet to 
the turn over a snow Most of 
the logs are comparatively small but 
long. Two choke hook attached to 
the main line cable will take about | 
trees to the load 


inn the irre 


Thicke hi i¢ 


urtace 


New Warehouse Opens 


@ Oregon Pacific Lumber Co vhole 
sale distributor of West Coast lumber 
throughout the U. S.. has moved into 
new headquarters at Portland 

Along with the move Jack J. Saltz 
man president ‘ 


reports the firm 
expand its operation and for 
time in this area will house 
lumber for carload fill-in 
shipments 

The 15.000 square foo 
provides storage to 
domestic high-grade 
items 

Saltzman 
will be emplo ed 
pance d ope ration vhich 
approximate] 200 mill 
to California 

Saltzman said for the fir 
firm will offer specialty item 
load lots to dealers in the Po 
Northwest sales area 
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>THE FORWARD LOOK 
_ ...IN TRUCKS! 


Dodge has Changed the picture 
on performance, price! 


Today there’s a changed picture of truck 
power, payload, price! kor example, do 
you know the answers to these 3 questions? 
1— What trucks provide the highest horse- 


power of the 5 leading make in every Cone ALL-NEW 


ventional model, »-ton through 3'%-ton? 


2— What trucks have the highest payload 
in more models, 1%- through 4-ton, than 
any other leading make? 


3 What truck have the lowest factory 


retail price in more popular models than ‘“Uob-Rated"" 


any other leading make? 

In each case the answer is, “Dodge ‘J ob- 

Rated’ trucks” .. . the trucks with the ¥ RUCK Ss 
Forward Look! Find out for yourself how 

Dody truck vive you more visibility, 

more modern styling, more of everything 


you want in a truck. See your dependable 
Dodge Truck dealer now. 


PRODUCTS Oo F CHRYSLER CORPORATION 
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More power — longer life —less 


space. Replacing a 14” belt 
previously a Morse HY-VO 

1” pitch and 2” 
pull a 72” duty lu 


edger having Babbitt bearin 


wide—is 


he avy 


transmits 
Normal operating time—9 
per day, 5% days 
Result 


formance 


While 


per 
greatly improved 


lowe ring operation 


tse d 
Drive 


used to 


mber 
gs. It 


100 HP at 1750 RPM 


hours 


week 


per 


costs 


the Kurth Lumber Company found 


that with this HY-VO Drive 
were able to use a much | 


high-RPM 


critical space in drive width 


pensive motor; 


How Morse HY-VO Drive 2” wide 
replaces 14” belt in edger 


When the Kurth Lumber Company, of Jasper, 
Texas, needed a long lasting, dependable power trans 
mission drive, they turned to Morse HY-VO Drives. 
Why?’ Because they found that HY-VO met all their 
power transmission needs; gave them more power, 
longer service life and required less spac e. 


Why don’t you check into HY-VO Drives for your own 
applic ations? For a compact drive, with quiet oper 


ation even at velocities exceeding a mile a minute, you 


MORSE 
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can't beat it. And HY-VO offers less than one per cent 
friction loss, 50% longer service life, and a reduction 


in cost per operating hour by as much as 50%. 


Write us, today, for more information on how you 
can benefit and save by using Morse HY-VO Chain 
Drives. Find out, too, how well Morse Roller Chain. 
Sproc kets, Couplings, Cable Chain. and Clutches can 
MORSE CHAIN COMPANY, INDUS 
rRIAL SALES DEPT., ITHACA, NEW YORK 


serve you, 


CHAINS, CLUTCHES, 
AND COUPLINGS 


JULY 
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 B.F.Goodrich 


Fips?- } = - oes e 


eee 


ee ee 


All-Nylon Rock Logger tires give hauler 
up to 100,000 miles, 2 recaps! 


the mileage of any ays Owner Earl Voorhee But a s yf ly Outwears even its ex 
ire! That's the of & B. F. Goodrich ai lon 1 can sull be recapped over 
4ii nyl i Rock Lé ypyer tire ha 1 ony « ) on na } Say money through 
ven Mountain repalfl inary tir V | more or { ind more miles 
(ore 
ul ul i cut fia ling expense and 


» 36-enile How All-Nylon tires save money get longer. tt bo feon sosuien Gramm 


inimproved Nylon is stronger than ordinary Gsgoodnich ali-nyion tre rayon 
materials, withstands double th onstruction at lower price ee your 


1 resist heat howou i B. F. Goodrich retailer today his 


impact ana 
flex breaks. The B. | odnch all addre is listed under Tires in the 
Yellow Pages of your phone book 
or write The B. F. Goodrich Co., Tire « 
Kauipment Division, Akron 18, Ohbto 
Specify B. F. Goodrich tires when ordering 
new equipment 


. "Stan o 
BEGood 
Fs. Vette « f00drich 


GROSS TRUCK and trailer j { 50 tons rol MOUNTAIN TRUCKING (owner Earl Voorhees 


vate j oodrich reports Rock Logge r esis its, will not 


~~ 


Ll 


Ki geer tit nol stones c read 
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GET that out from under there, Maw' 
That's my new safety hat! 


Visual Education 
Program Is Success 


SOME MONTHS AGO the Safety Di 
ision of Washington's De pt. of Labor 
mcd = Incustric launched a new and 
unique type of Safety training in its 
logging section 
ot vctual logging accidents were 
drawn by the staff artist, which were 
photographed and made into 35MM 
lides to be used in the Divi-ion’s 
tereopticon machines 


A number of picture 


two picture vere made for an acci 
dent—one showing the set-up before 
the accident and the other the lay-out 
ifter the 


In presenting the 


iccident 

pictures to an 
iudience, the logging inspector would 
review the accident as it wa reported 
to the Division, pointing out the sali 
ent poms in the 
throw the 


table” discussion by the members of 


picture, and then 
meeting open for “round 


the auclience 
The idea ha 

it has been carried into the safety pro 

grams of the Sawmill and Woodworl 


mg indu tri 


prove d so Since ssful 


BELOW: SAFETY AT LOC DUMP. Spreader 
bar at log dump of Mt. Shasta Pine Manutfac 
turing Co. Mt. Shasta, Calif., safely handlos 
loads with top logs ranging from 19 to 32 ft 
long. Unloading slings engage terminal hooks 
as shown) for loads with long top logs; for 
short top logs, both «lings put on center hook 





In most cases 


Valsetz Safety Program 
Pays Off in Records 


LABOR AND MANAGEMENT at 
Valsetz Lumber Valsetz 


Ore. have been working as a team on 


( OMipany 


iccident prevention problem As a 
result of this close 
plant frequency rate for 1954 wa 
72% lower than for 1950 For the 
first three months of this year, it is onl 
half of the 1954 freque ney 

An example of the increased safet 
ind efficiency that such teamwork has 
brought about in the mill is in the 
Where in past 


years, there was space inside one load 


cooperation th 


car loading platforms 


ing shed for only 7 cars, the balance 
of the loading being done from dock 
of various heights, there are now two 
loading sheds which accommodate 15 
cars. The loading platforms are now 
ill the same height, four feet above 
the level of the car floor 

As a result of a recommendation of 
the car loaders in a safety committees 
meeting, management approve cs the 
installation of 
plates designed by 
he ad millwright 


plates since the space along the entire 


hinged Cul loading 
Orville Dingle 
These are more than 


length of the cars is filled up to within 
5 inches of the cars, and there is no 
room for a man to fall between car 
and dock 
The car 


structed of 3” x 12” and 3” x 16” 


loading plates ire con 
where necessary to fill a larger gap 
They are hinged by means of straps 
fabricated from mild teel 342 
wide which are countersunk sufficient 
ly to make the platform level. Shelf 
brackets are constructed of x 2 
mild steel Additional brackets could 
be installed if lift) truck vere to be 


tise d 


CAUTION SIGNS (‘shown in photos at right 
warn against entering the risk areas at the 
Scott Lumber Company mill, located at Bur 
ney, California. In top photo: Don't walk un 
der the overhead conveyor. In the bottom 
photo: The end of the carriage track is not 
recommended as a point from which to watch 
head-sawing operations 
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SAFETY 


ENGINEERING 


Portable Spar Tree 
Aids Logging Work 


FOR HIGHLEAD LOGGING uss 
the White River branch of Weyer 
haeuser Timber Co. at Enumclaw 
Wash has ce veloped a 103-foot 
portable spar pole 

It is mounted on old car wheels 
vhich makes transportation simple 
The wheels, with flanges removed, are 
bolted together in banks of four. They 
contribute weight and stability rhe 
fabricated spar pole pivots on an A 
frame 

In moving to a new location, the 
pole is lowered and the entire assem 
bly is towed to the setting where it 
can be raised easily with no need of 
rigging another tree 

Design credits for this rig go to 
Henry Peterson supervisor of the com 


pany vood hop on the Siu vinill site 
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ISN'T IT CURIOUS, 
HOW FOLKS BUY PARTS 

THAT ARE SPURIOUS- 
AND THEN GET FURIOUS! 






























Spurious or non-genuine or substitute — whatever you call compressive strength to lessen bore distortion... spee ially 
them they still cause profit-robbing down time. Best way alloyed bronze bearings shaft wearing surfaces “Hi 
to avoid it is to insist on genuine CAT* parts every time Klectro” hardened. With a substitute roller: who can be sure 7 


Then you're sure of getting parts that are made to the latest 
| . The difference on the job with genuine aterpillar 
design, precisely manufactured of the right materials, rigidly 


insper ted and tested. built track rollers you get extra trouble-free hours of profit 


able production and lop performance im even the worst 
Take track rollers, for example working conditions 


Some makes of track rollers may look alike — but con With substitute parts: who can be sure? 
sider these features, most of which are not apparent to the : : ‘ 
Better get genuine Caterpillar parts every time. 

eye deep hardened forged steel rims, center welded to pre- 9 9 P P y 


vent spreading ... one-piece shaft .. . cast-iron hub of high Caterpillar Treetor Co., San Leandro, Calif. ; Peoria, WLU S.A 


CATERPILLAR’ 


"Both Cat and Caterpitiar ave registered \iedemarks + 
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NOU UR: 


KLAMATH MACHINE 


Anti-Friction Bearing 


The KLAMATH MACHINE Anti-Fric- 


tion Bearing Edger has a heavy and 


rugged construction with many special 
nage Ask for this 
features. Consequently it is trouble-free, New CATALOG 


economical and accurate. KLAMATH This Catalog carefully 


describes and illustrates 
the Edger and its special 
features. The full line of 


be furnished in all standard sizes. The KLAMATH MACHINE 
sawmill equipment also 


shifting systems and front tables are 1 SOSENOS 200 Ny 
trated in this Catalog. A 


particularly efficient, and have been in- copy will be sent to re- 
- sponsible sawmill opera- 


stalled on Edgers of other manufacture. tore. Ash for « copy 


MACHINE eastern and stub Edgers can 


Full information on request. 


LAMATH MACHINE 


& LOCOMOTIVE WORKS INC. 


h P.O. BOX 208 * KLAMATH FALLS, OREGON, U.S. A. 
Zieh for the Indian Head on all KLAMATH MACHINE products 
Export Division: FRAZAR & HANSEN, itd. 


301 Cley Street, San Francisco 11, Califernia, U.S.A. 
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Report from Holmes Eureka Lumber Co., 


No established route... 


Eureka, California 


OUR ROSS CARRIERS GO EVERYWHERE! 


Says Holmes Eureka, “Our Ross 
Carriers move to and from the drying yard, resaw 
planing mill, drying kilns, shipping dock, warehouse. 
There’s no established route for our Carriers .. . 
they go everywhere!”’ 


Here’s more: ‘‘We bought 
our first Ross Carriers in 1930... . have always gotten 
good service from them. It’s a machine with a wide 
range of models . . . good local service for parts and 
maintenance.”’ 


Full hydraulic control of load hooks 
one reason the Carrier is the fastest 20,000-lb. truck 
on the market. Hydraulic controls eliminate old 
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fashion chains, sprockets and friction drives 
keeps maintenance to a minimum, Enclosed corner 
posts give better suspension, maximum visibility 


Complete facts on how the Carrier can 
save you time, money, and manpower. Just call your 
local Clark-Ross dealer, No obligation . .. he'll be 
happy to help you 


CLARK CLARK EQUIPMENT 


COMPANY 


t 0 U | PM E NT Benton Harbor | 56, Michigan 
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ANNOUNCING 


The NEW DURAND 
AUTOMATIC PANEL FEEDER 


FOR USE WITH 


SANDERS 
SKINNER SAWS 
; PLANERS 








DURAND AUTOMATIC PANEL FEEDER 


Guaranteed Against 





Panel Breakage 





Automatically Lines Up and 





| Feeds at Desired Speeds 





Operating Successfully 


(U. S. & Canadian Patents 
Pending) 
DURAND FEEDWORKS 


WE INVITE YOUR INQUIRIES 
One of our Engineers will Gladly call and Analyze your Handling & Feeding Problems 
Manufactured by 


DURAND MACHINE WORKS LTD., New Westminster B. C., Canada 


U.S.A. REPRESENTATIVES 


A. M. CONWAY & SON 


1623 S. E. 6TH AVE. PORTLAND 14, ORE. PHONE: EAST 4174 
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1 Personalized Control Mountings 
ble cable control makes it easy to mount control 
lever bank in exact position most convenient for 


~ New flexi 


each operator. Flexible cable is threaded under 
tractor seat —completely protected from wear and 
damage. A// control cranks and links are to 
tally enclosed for maximum protection 
2 Smoother Shifting, Longer Gear Life with new 
Hyster Constant-Mesh Transmission. Gear de 
sign, with maximum tooth contact-ratio, assures 
positive action. All gears are case-hardened for 
longer life 
3 large Capacity Brakes are designed to hold 
loads larger than can be moved by winch line 
Cover plate can be quickly removed for easy ex 
ternal adjustment 
4 Built In Drawbar — can be quickly changed 
from rigid to swiveling action by removing two 
lock plates. Drawbar shaft is fitted 
in bronze graphite bushings 

Completely redesigned for use on the new Cat 
D7 and D8 Tractors, the new Hyster Model D&D 


precision 
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(illustrated) add Model D7D winches will also be 
used on older model Cat D7 and D8 Tractors 

Hyster winches increase tractor pulling power 
up to 100% over straight drawbar pull—extend 
tractor reach to the end of the winch line. A Hystet 
winch can reduce costs on your job 

See your Caterpillar-Hyster Dealer or write 
direct to Hyster Company, 2954 N.E. Clackamas 
Street, Portland 8, Oregon, or 1854 N. Adams 
Street Peoria 1, Illinois 


HYSTER COMPANY 





Cat and Caterpillar are registered 


trademark of the 


Tractor 


4] 


Caterpillar 
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Plywood Statisticians Elect 


° Phe following officer Vere elected 
for th: commg year to he id the Ply 
yvood & Veneer Statistical Bureau 
Portland, Ore 
President: Ken Pryor, Medford V« 
S © oe 5 Ce neer & Plywood Co... Medford, Ore 
pillar D8 equipped Vice-Pres.: E. W. Maw, Aberdeen 
with bulldozer and Plywood Corp., Aberdeen, Wash 
Hyster winch to cut Treasurer: Elton Disher, Hub City 
access road in steep Plywood Corp., Albany, Ore 
terrain The Board of Directors are 
District |: Einar Erickson, Penin 
sula Plywood Corp Port Angele 
Wash 
District 2: | W Maw Aberdeen 
Plywood Corp Aberdeen, Wash 
District 3: T. D. Bennett, Bennett 
Veneer Co., Portland, Ore 
’ . District 4: Elton Disher, Hub City 
Rough B. a Country Doesn't Stop Jim Arden Plywood ( orp Albany Ore 
District 5: Mowery Smith, Menasha 
ALONG THE ALBERNI Canal, on the mountainside to the booming Plywood Co.. North Bend. Ore 
the west coast of Vancouver Island ground on the canal. The boomed logs District 6: Ken Pryor, Medford V« 
the timber counts goes only one way are then towed to the MacMillan & neer & Plywood Co Medtord Co 
ind that’s in the direction of the tim Bloedel plywood and lumber mills at District 7: A. B. Burdick, Standard 
ber—up! Port Alberni Veneer & Timber Co., Crescent City 
Calif 


ARDEN LOGGING 
CO.. Port Alberni 


Vorking in this steep terrain, about ARDEN DEPENDS LARGELY on 
whit wile down the canal from Port 


Alberni } | W Jinn Arden whose 


Arden | ovging Co. is contract logging 


production of a new Caterpillar DS S. Pine Area Booms 


SOUTHERN PINE Association prog 


ress report for the first four months 
primarily a dump machine and stand one 
of 1955 revealed an advance in sales 


by a Murdie donke y for cold dec king and produc tion whic hy mav we 1] make 


md soskylining and ai LeTourneau 1955 


tractor used also for road building 
Other equipment includes a Cat RDS 
or kesquimalt | umber Co., owned b 
Cordon unpbell on the Waugh tim 
ber stand 
ag vay ee ieee ae ' a record year for the outhern 
ournaskidder for roading pine area, Compared to 1954, orders 
tract, Arden is logging at about 2400 Karly in November this operation were up I] percent; shipment 1] 
feet elevation in Douglas fir, with peel vas hit by food when a blow-back on percent and production 6 percent 
tock running about 25 to 30 per a nearby creek occurred. One man This upsurge was attributed to the 
cent Thi rall compact how typi was lost. and Arden and his wife and South's increasing use of good forest 
cal of many British Columbia opera management methods and a trend to 


other camp personnel were injured 
modernize and mechanize mills to 


thon in the rugged coastal area pro But the 
duce ome 50 to 60 thousand board produce more precisely machined 


lucts. The report also pointed out 
OA 1 proc | also | 
per flood. Grading has been completed at that the South leads all the 


Arde irds his logs into a landing this new location for construction of a 


machines were at a new site a 
quarter mile from the scene of the 
nation m 


tree farms, with a total acreage of 
wl then arches or skids them down camp 20,940,617 on 3.187 tree farms 





*PANCO “FEATHERWEIGHT” 


Manganese Choker Hook 


Extended Inner Lips 

Decreases Line Wear USE THE BEST 
It costs no more 
than all the rest 

13 Less Weight Specify TANCO 


ittention Dealers: Write Now for 
further information and catalogue 





Streamlined For Easier — OFFICE AND WAREHOUSE 

handling and anti-fouling Anco Products Anco Products 
2014 S.E. Sth Ave. 16 W. 3rd Ave. 

Portland 14, Ore. U.S.A. Vancouver 10, B. C. 


T f ’ Canada 
akes standard size ferrules East 2291 Emerald 2261 
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( peland Lumber Co., North 
Carver, Ma whose mill i 
pictured here, saw the differ 
ence when they installed their 


100 H.P Murphy Diesel 


i 


... When you put 


MURPHY DIESEL 


in the picture! 


When you bring Murphy Diesel into your operating 
picture, you see a big difference in many ways You'll see 
the difference in your fuel cost records because the 
Murphy Diesel costs less to operate than any other 
engine of comparable size. You'll see the difference in 
down-time — because the Murphy Diesel is a heavy 

duty engine, designed and built for continuous service. 
You'll see the difference in output because the 
Murphy Diesel delivers the kind of power that enables 
you to get more work out of any mill. 


Check the experience of other sawmill operators 
and then ask your Murphy Diesel Dealer to 
show you what a difference a Murphy Diesel 
will make in your picture. 


MURPHY DIESEL COMPANY 


5351 W. Burnham St. Milwaukee 14, Wisconsin 


Sales, parts and service throughout the nation 
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Aeauy duty power 


for sawmills 


Murphy Diese! Engines and Power Unit 
for the lumber industry are available in 
uzes from 96 to 296 HP. 1200 and 1400 
RPM Cenerator Sets 64 to 165 KW 





| Sawmill and Logging 
| Safety Group Meets 


MEETING IN OROFINO, Idaho, on 
June 10th, the Idaho Logging and 
Sawmill Safety Assoc heard Dan 
Adair, National Safety Council, Chi 
cago, Ill., outline Council services to 
the lumber industry and offer continu 
ing assistance to the fine efforts being 
made by the conference to maintain 
safety. Chairman Alph Johnson John 
son Lb Co Orofino Idaho preside | 
over the conference 

Dr. Don R. Theophilus, President 
University of Idaho, congratulated 
delegates on their part and work to 
promote greater safety in the lumber 
industry, and offered full assistance of 
the University. 








Responding to Dr. Theophilus’ talk 
U. R. Armstrong, Hallack & Howard 
Lbr. Co., Winchester, Ida., pointed out 
humane and financial advantages of 
conducting good safety programs, both 
in plants and within the structure of 

How To Stack industry associations 

The Hon. Wm. L. Robison, Com 
e e missioner of the Idaho State Labor 
More Unit Loads in Dept pointed out the work being 
done by many firms to eliminate or 
reduce work hazards. He stated that 
the Same Storage Area the high hazards of so-called hand 
unloading of logs are gradually being 

reduced by more efficient methods 








EDERER grapple cranes, extensively used in the SAFER METHODS IN unloading lows 


forest products industries, have proved their from trucks were demonstrated at the 


: —_— tiverside Lumber Company yard, at 
ease of operation and economy in lifting, mov- Orofino, with Tom Wilson, J. Neils 


ing and stacking unit loads. Aisle space is not Lumber Co., Glenwood, Wash., dem 
. ( é ys ? ate 12) ( AYU 
necessary as only 8 inches clearance between We the Safety Quick Log 


stacks is required. Stack heights are limited only 


Conference round tables were con 
by overhead clearances—and speed of stacking ducted by Chas. M. Zornes, Liberty 
National Ins. Co., with conference 
participants including: Hugh Larkin 
Caldwell Lbr. & Box Co.; Claude 
Simon, Pack Rvr. Mine Safety Appli 
man in the cab. It will turn a complete revolu- ance Co.; Harold Ransdell, Idaho State 
Labor Dept. and Hon. Leo Houtz 


; ; Chairman of the State Industrial Acci 
load handling and spotting. dent Board of Idaho 


is “job-engineered" to your requirements. 


The grapple is push-button controlled by the 


tion in either direction, allowing freedom of 


An EDERER grapple crane can be “job-engi- 
neered"’ to your requirements. Our bulletin 
will give you full information . . . 


Just write for EDERER 
Bulletin C-203 


284C55 


EDERER ENGINEERING COMPANY AT LEFT IS Ray Smith, plant superintendent 


. of the Southern Oregon Plywood Company 
2933 First Avenue South Grants Pass, Ore. Smith was formerly with 


Seattle 4 Washington the company for four and a half years 
EXPORT DIVISION: AT RIGHT IS Jackson Beaman, recently ap 


: pointed general manager and Sales manager 
301 Clay Street, San Francisco 11, California for Southern Ore. Ply. Beaman has been with 


n ince M 1949 sales man 
OVER 53 YEARS “JOB-ENGINEERING” CRANES AND HEAVY EQUIPMENT a wii 


ager 
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“My UD-1091 Cut 6 Million Board Feet 
in 4 Hard-Working Years 


“UD-1091 develops more power for its size than any other engine I've 


operated cuts 18,000 board feet in 8 hours 


Henry Bell 


, muller 


“I’ve seen it cut 6200 feet in 1 hour, 
and it’s still going strong,” 
says Colorado Operator 
= a 


NATIONAL Power steadily for 29 years 


Day of Pagosa Springs, Colorado, has been using INTER 
Now he’s operating a 
UD.-1091, UD-14A, and U-2A to supply economical power for 
sawing, planing, and edging. Here’s what he says 

‘‘l bought my first piece of INTERNATIONAL Power in 1926 
The UD-1091 1 
bought four years ago has paid for itself many 
by cutting 6,000,000 board feet 
IH engines, 


Mr Day 


—and have been a steady user ever since 


times 
If you take care of these 
they will last you a lifetime.’’ 
is using 3 of the 18 different INTERNATIONAL car 
bureted and diesel units ranging from 16.5 to 200 net horsepower 
There's a tough IH engine for any prime or auxiliary power job 
on your saw or planer mill operation. Take your pick 
Get the full story from 


Distributor or Dealer 


INTERNATIONAL HARVESTER COMPANY, CHICAGO 1, ILLINOIS 
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your INTERNATIONAL Power Unit e 
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THIS UD-14A POWERED PLANER, finished 20,000 board 
feet in 8 hours. Rugged 4-cylinder UD-14A puts out 
89 net horsepower at 1400 rpm., displaces 460.7 cu. in 


COMPACT 24-HP U-2A pulls 2-saw end trimmer 
me of the 18 power units in the complete TH | 


INTERNATIONAL. 


INDUSTRIAL POWER 
MAKES EVERY LOAD A PAYLOAD 


(mreemationa 
wmanvestee 
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42-inch Berger 
Automatic Air Tongs, 
mounted on Y%-yard 
shovel, on pre-logging 
job for Hammond 
Lumber Co., Big 
Lagoon, Cal.—loading 
all size logs rapidly, 
easily, safely 


Whether you're pre-logging, re-logging, handling small logs or large ones, 





your loading costs come down when Berger Automatic Air Tongs go on your 
job, shovel-loader-mounted. They give you reduced loading time per log. 
They make automatically sure you get increased control during loading. Your 
shovel operator handles entire operation. Now, through field-engineered 
refinements, these revolutionary air tongs are better than ever. They're 
simpler. Stronger. Safer. They won't damage logs. They won't let go. They're 
easy to install; simple to maintain. Wherever a shovel can operate, you'll 
find them loading logs faster and cheaper than any other method—and 
providing extra safety as a bonus. Write for illustrated folders on 24”, 
30”, 42”, 50” and 60” sizes. 


Loaders . . Yarders . . Fairleaders . . Blocks . . Air Tongs . . Bridge Cranes . . Loading Booms 





- -~ _ 4 4 
(O83 (a FP ematmaadce (OL (a 454g WET OTE 


BERGER ENGINEERING COMPANY 


3236 SIXTEENTH AVENUE S.W. - SEATTLE 4, WASHINGTON, U.S.A. 
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OuTSTANDING PERFORMANCE 


ON ANY STAND... 


BRAKE * 


1p 


30 pounds 





“Actual dynamometer rated horsepower 


Here's the fastest cutting, most powerful, one man chain 
saw ever de veloped. The Homelite Model 5-40 fells tree 
after tree from morning to night brings down the big 
ones five feet or more in diameter ... rips through 20 


inch trees in 20 seconds. It’s compact, it's dependable, . < 

it takes much of the work out of day-long cutting. Ask are | & LITE 
your Homelite Representative for a demonstration and = 

see for yourself how the Model 5-30 reduces main- . CORPORATION 


tenance to a minimum, eliminates costly down time 4807 RIVERDALE AVENUE + PORT CHESTER. N.Y 


. -e < - 
and helps you keep your production schedules on time. Cicnitiii tenia, 


Terry Machinery Co., Ltd., Toronto, Montreal, Vancouver, Ottawa 








. 
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ARE PAYLOADS 


...and exclusive Timken Inter-Axle 
cab controlled lockout at any speed! 


Every heavy trucker has two big problems to lick. 
First, to deliver more payload faster. Second, to get the most service out 





of his equipment... with less maintenance costs, less downtime. 


Timken-Detroit has spent 37 years 
developing the most helpful answer to 
heavy hauling! The TDA Tandem Drive 
Rear Axle Unit! The lightest, strongest, 
most serviceable unit of its kind ever 
produced 

Engineering is the keynote of TDA 
Tandem superiority. Unlike ordinary 
tandems, in TDA Straight Line Drive, 
propeller shafts form an absolutely 
straight line from the forward rear axle 
back to the rearmost axle. This permits 


smoother transmission of power, no 
noisy around the corner operation 
Other TDA Tandem design advan 
tages give you longer trouble-free serv 
ice, quieter, more economical perform 
ance, bigger savings on man and 
equipment time. Maintenance is easier, 
too. TDA design allows almost complete 
interchangeability of parts between four 
and six-wheelers. Solid benefits explain 
why TDA is the choice of manufa 
turers and operators everywhere 





“Torture-Testing” Builds Axles that 
take it. In our indoor proving ground 


can 
PDA 
axles prove themselves against tests like 
this...where an axle shaft is twisted 

14° hackwards 


and forwards, 36 
months on 
end. Other tests simulate a 3,000 
mile uphill haul with a full load 
Only tests this rugged could pro 


a minute, for 


duce axles this serviceable 


- —_~s 
y « - 

. 
-»--S 
~J..'s - 

~~ ~ 


a #* fe J y 
si 9 PELL a ca - 
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How TDA Inter-Axle Differential 
cuts truck and tire wear! With 
cab-controlled lockout! 


When tandem tires are mis 
matched ...or when tandem trucks 
are going over rough grades 

one set of wheels must turn faster 
than the other or be dragged. TDA 
Inter-Axle Differential permits 
either wheel to do this when neces 
sary. Also, with TDA, the driver 
can, when necessary, lock out the 
differential and obtain a straight 
through drive in mud or sand 














THREE TYPES: Hypoid- 
helical double- reduction, 
optional inter-axle dif 
ferential. Worm drive, 
without inter-axle differ 







ential 


For six-wheeler operation... 
THE TDA TANDEM DRIVE 
REAR AXLE UNIT 





And with these 





" Des 


ROCKWELL SPRING AND AXLE COMPANY 


‘ World's Largest Manufacturers of Axles for 
Trucks, Buses and Trailers 


Plants at: Detroit, Michigan + Oshkosh, Wisconsin + Utica, 
New York + Ashtabula, Kenton and Newark, Ohio 
New Castle, Pennsylvania 


developed, intro 
duced and pioneered by TDA: (1) Available 
in 3 types of final drives 
2) Top-mounted straight-line final drive 
eliminates propeller shaft angularity. (3) Op 
tional inter-axle 


guaranteed for 100, 





—_ r life, 





ONLY TDA BRAKES give 


all these tested advantages! 


servicing. (9) 
spring guide brackets 
's, whichever occurs ment, easier replacement. (10) Rubber torque 








Now —the world’s finest tandem drive rear unit for heavy-duty motor trucks! 


greater economy and efficiency 
) Cradle ride spring suspension and paral 
and 3 capacities leled torque rod system 


maintain correct 


alignment and weight distribution regardless 
of driving and braking conditions. (8) Exclu 
differential spur gear sive two-piece 
design, cab-controlled power-lockout. (4) Tor 
sion flow axle shafts 
000 miles or three 
first. (5) Hot forged steel axle housing 

guaranteed for the life of the vehicle. (6) Unit 
mounted “P” series power brakes ...for quire no lubrication 


WITH TDA TANDEMS 


Differential that permits 


trunnion tube bracket speed 
Removable torque rod and 
for positive align 


rod bushings and rubber spring seat bushings 
eliminate 


metal-to-metal contact. Re 





© Brake shoes made of steel save up to 40 
pounds per axle give strong braking ac 
tion with no distortion 


@ Patented liner shape — thickest where 
wear is greatest 

@ Liners riveted on—no chance of move 
ment on shoe 

@ Liners circle-ground to cover all efficient 


braking oreo of shoe 


@ Rustproofed anchor pins locked in. Ends 
of pin sealed against foreign matter 





© First with self aligning camshaft housings 


@ Cam rollers heat-treated to roll smoother, 
wear longer 


@ First with all-Nylon comshaft bushings 


© Compore similor products port for port 
and prove to yourself that TDA brakes incor 
porate the finest quality moterials, skilled 
workmanship ond advanced design 


PROOF. OF QUALITY 


CIRLLE =ConsTRECTION 
) § LOGGING 


Tough construction... speed...versatility make 
LIMA Type 44 star performer in off-the-road timber handling 


onstruction plu speed and versatility make 
| i tal 
y tor Curcle S 


on vide crawlers give it a 


performer in olf-the-road 
Construction and Log 
trony 
vhere last 
it tackle the 


vel and work any even 
\ 25-ton capacity let 


rey handling job vith case 


Like every machine in the Lima line, the Type 44 ts 
designed and built with the emphasis on quality . . . to 
give you peak performance at low operating costs with- 
out expensive maintenance and repatir, 

COMPARE QUALITY! No other machine gives you as much asLIMA! 
1. Piston-ring-type dirt seal rings and retainers. 
2. Moving parts are flame or induction hardened for 


longer life, 


let u end you our new bulletin, 


LIMA tor Logging 
j SS. 


with detail information on the full Se 
line of quality-built LIMA machines for D; 
the logging industry. You're sure to 


It's crammed 


j 
find in it complete descriptions of just 

the right machines for your every tim Na: 

tha <l 


ber handling need 


Our Seattle Office 


Alaskan Distributor 


LIMA snovets 
BALDWIN -LIMA -HAMILTON 


Construction Equipment Division - 


3. Main machinery is placed well back of center of rota- 
tion, 
Anti-friction bearings at all important bearing points. 
. Big capacity drums and sheaves are easy on cables 
6. Propel and swing gears and power take-off are en- 
closed in a sealed oil bath. 
. Torque converter (optional on certain types). 
. Wherever you are, you can depend on skilled service 
and nearby warehouse stocks of parts 


truck or wheel 


COMPARE and specify crawler, 
mounted LIMAS for your logging needs. Get the full 
story today from your nearby LIMA distributor or 
write Construction Equipment Division, Baldwin-Lima 


Hamilton Corporation, Lima, Ohio. 


you'll 


* CRANES » DRAGLINES - PULLSHOVELS 


LIMA - OHIO: U.S.A. 


Feenaughty Machinery Company Dietrich-Collins Equipment Ltd 


Modern Machinery Co 


Modern Machinery Co. Inc 


Freenaughty Machinery Company Cascade industrial Supply 
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CORROSION spreads rapidly DURIDIZED panel which got the 
when paint was scratched, ex- same scratch shows how corrosion 


' posing untreated sheet metal. was prevented from spreading 
# 
Sac ek iS ree Pua, 


—— ee | 
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AUTOCAR, 7 & of course, 


with Heavy Gage Duridized Sheet Metal 


Here's Why 
AUTOCARS 
Last and Last 


sheet metal gets the special 

ng treatment in the modern, new 

r plant at Exton, Pa. Then painted 

e baked in the infra-red ovens. 

this means to Autocar life, 

athering tests conducted by 

r engineers dramatically prove the 
superiority. The sheet metal panels shown 
above were painted under identical con- 
ditions and scratches made through the 
baked paint films into the base metal. The 
panels were then exposed to the elements, 


The results tell the long life story. 


‘Be. _ 
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COMPARE these features, and you'll pick Autocar every time! 

It’s heavier-gage sheet metal than used on most other 
makes, but, more than that, there is extra care given 
Autocar sheet metal because of the duridizing process 
that produces on the cleaned metal surface a thin, hard 
chemical coating that increases paint life... resists 
corrosion and wear... provides a firm anchor for 


baked-on paint. 


AUTOCAR TRUCKS 


AUTOCAR DIVISION OF THE WHITE MOTOR COMPANY, EXTON, PA. 


D ME FACTS 
” THAT PROVE AUTOCAR LONG LIFE 


AUTOCAR DIVISION, The White Motor Company 
Exton, Pennsylvania 


Please send me copy of new Autocar Facts Book 
Nome 
Position 


Firm 


THE LUMBERMAN 





CUT DOWN 
MAINTENANCE COSTS 


You CAN reduce maintenance costs and boost 


profits by using Texaco Lubricants throughout your opera 
tion. More and more lumbermen are putting effective 
lubrication to work in: 

Chassis Bearings: lexaco Marfak gives protection that 
lasts for hundreds of extra miles because it stays i the 
bearings over the roughest roads, under the heaviest 
loads. More hauls are made with fewer overhauls. And 
lexaco Marfak guards vital parts against wear and rust, 
dirt and moisture 

Wheel Bearings: lexaco Marfak Heavy Duty also gives 
Texaco Marfak 


Heavy Duty seals itself in, keeps dirt and moisture away 


longer lasting, economical protection 


from bearings. The results are much longer bearing life 
much lower maintenance costs—with no seasonal change 


required 
MORE THAN 555 MILLION POUNDS OF 
TEXACO MARFAK HAVE BEEN SOLD! 
Engines: | se one of the famous Texaco Ursa Oils. There 


is a complete line of these great oils, especially refined 


and processed to make diesel and heavy duty gasoline 
engines deliver more power with less fuel over longer 
periods between overhauls 
Crawlers: lexaco Track Roll Lubricant in crawler mech 
anisms provides smoother operation under the most 
severe conditions —adds years to roller life 
A Texaco Lubrication Engineer will gladly explain how 
fexaco Lubrication can effect more savings, help you gain 
more profits. Just call the nearest of the more than 2,000 
lexaco Distributing Plants in the 48 States, or write 
Che Texas Company, 135 East 42nd Street, New York 
Ng Ww York 


——E— 


New Multi-Purpose Marfak! Texaco Morfak Heavy Duty 
Special is the new lithium-base multi-purpose member of the 
famous Marfak family —especially designed for those who want 
ust one lubricant to handle all chassis, wheel bearing, water pump 
and other lubrication. Texaco Marfak Heavy Duty Special pumps 
easily even at winter temperatures and lubricates effectively re 
gardiess of the thermometer. It resists water washing and stands up 


in the severest service. 


TEXACO Lubricants and Fuels 


FOR THE LUMBER 


TUNE IN... 


TEXACO STAR THEATER starring DONALD O'CONNOR or JIMMY DURANTE on television 
52 THE LUMBERMAN 


INDUSTRY 


Saturday nights, NBC 


JULY 1955 





VOLUME 82 : : d NUMBER 8 


eh Ot 
a 


JULY, 1955 


| The big advantage to the buyer would 
Volume Table * ange Proposa be that logs of all lengths would pro 
duce about the same overrun. The big 
by advantage to the logger would be that 
he wouldn't have to buck special 
Glenn E. Crabb lengths to get what is in the a, It is 
more economical to handle long logs in 

the woods, on trucks and in ponds 
Phis table is computed on a basis of 


one inch taper in ten feet but no log is 
OUR PRESENT SCALE sheet for the cle pe nding on the diameters. Most buy given taper unless it will make two 
Pacific Northwest is verv inaccurate ers are quoting lower prices for short merchantable length (12 foot) logs 
for some log lengths. It is supposed to logs (under 24 feet) to compensate for There are still some small inconsis 
illow for a taper of one inch in ten loss of taper. It shows that buyers rec tancies due to jumping one inch at a 
feet. which is about right, but allow ognize the inaccuracy of the present time, but the present table has over 
no taper on logs shorter than 42 feet cale table double the inaccuracy. The greatest 


The assumption that a 42 foot log The mills that are buying 32's to percentage effect would be on logs 


diminishing as the dia 
Increase These are the very 


tiape rs 2 ine hes on the second log and 10's from one source and short logs, or over 9 inches 
10 foot doesn't even taper one inc h is logs over 40 feet from another are meters 


wrong. There couldn't be any doubt forced to use a percentage factor in loys that produce an extra large over 


ibout it. so why not compute i more thei log cost accounting system The run now 


iccurate scale table difference in recoverable volume is so lhis is still Scribner scale. but with 


The theory that prices are based on large that it should not be overlooked the taper figured more accurately, 5 


the present sé ile ind thus takes care The corrected table in luded here more accurate table could be made on 


of the difference is not valid At pre would not hurt the manufacturers be i graduated basis but this is the most 


ent 40 foot log vill overrun in the cause the price could be adjusted aif mcurate possible that allows grading 


mill about 10 percent more than 42's cording to the percentage of change (Continued on page 74) 


Crabb Volume Table 990 7 1030 


Old Scale Proposed Scale 





1190 ; 1330 
Length Diameter Scale Length Diameter Scale Combined é 
Scale 








17 140 Crabb Volume Table 


18 160 
17 160 rhis breakdown on a 98 foot log illustrates how the scale 


a9 
1% 160 $20 is computed for any length log 


300 





17 160 350 L D 1, D 1. D 
Is 190 


7 180 
1s 190 
17 180 
Is 210 
7 210 
1s 210 
7 210 
1s 240 
17 230 


270 





370 


390 








120 





500 








17 230 530 
300 
17 250 
300 
250 
330 
300 
330 


300 12 
4 ~ 
390 08 


550 





580 








630 








170 
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CONCENTRATION OF Triangle Construction Co.'s heavy equipment 
at left) which enlarged Boise Payette Lbr. Co.'s log pond. This bat 
#80 scrapers, DB's and yds. in 2 days. At 


tery of equipment includes two Cat DW 20's 


They Built a New Log Pond 


and have modernized their plant, which 
effects greater utilization of by-products 


NEW LOOKS FROM forest manage 
ment to company owned retail yards 
ire result of the modernization-im 
provement program recently con 
ducted by Boise-Payette Lumber Co 
under the direction of Exec. Vice 


Pres. John Aram 


ple te ad pro in change Ss have already 


Although not com 
heen etlected throughout the entire 


organization in methods physical 


tructure and personnel from the com 
Idaho 


down through its various mills 


pian Boise headquarters 

Plant changes have not been monu 
mental, Projects range from rebuilding 
decadent components installing 
modern adaptations and emphasizing 
increased product utility through ad 
ditional processing Utilization now 
rates top ¢ onsideration throughout this 


to how it might contribute 


organization 
tuciied as 
eflectivel 


operation Wis 
toward produc mg more 
ind better lumber products from a 


viven amount of timber 


READYING ACME 2x.050 steel strapping (left) for bundling 6000 ft 
load of logs trucked 95 miles to mill on MacGregor Log. Co. Kenworth 


54 


Iwo projects undertaken last season 
at Boise Payette’s Emmett, Ida., mill 
indicate the trend under present man 
igement. The first involved improve 
ment of the mill's log handling and 
facilities; the 


lation of an entirely new by product 


storage second, instal 
wood utilization section 


Last year the Emmett mill pond 


vas enlarged from 22 acres to 36 


acres by Triangle Construction Co 
owned by Gordon MacGregor Log 
ging Co., one of the BP’s two prime 
logging contractors. The project, in 
volved excavating 83,000 cubic vards 
of dirt and gravel, building a dike 
topped by 28 ft. wide roadway around 
the new portion installing culverts 


sluiceways irrigation ditch outlets 


and controls, and leaving the whole 
area with smooth bottom at such level 
that the 
mum water depth of seven feet 

j 


MOST OF THIS project was carried 


out with the following construction 


l4-acre addition had a mini 
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TD 24 International 


excavated over 80,000 cu. yds. of rock and dirt 
in construction of 14-acre pond. Three scrapers units moved 4900 cu 


is Cat DW20 scraper, TD24 International 


GEORGE V. HJORT, mgr. of BP's mfg. div 
clamps strapping with Acme’s new roll crimp 
ers. D. N. HUCES, Acme Steel Co., assists 


Three IS-vard “Cater 
rubber-tired 


equipment 
pillar 
pulled by “Caterpillar” rubber-tired 
DW20's and one by a DS “Cat An 
DS “Cat 


dozer blade, assisted in spreading ma 


scrapers two 


other equipped with a 
terial and sundry bulldozing, and a 
new TD24 International tractor, with 
pusher blade assisted the s« raper units 
by pushing them during loading phase 
of each trip 


The three 
( Oontinite dl 


hauling units in a 10 


THE PAY-OFF. (Right) Dumping bundled logs into pond. Contract 
logger GORDON MACGREGOR, right, watches the strapping activities 
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They Chip In the Woods 


using a portable unit which utilizes a 
former weed species to feed a board plant 


KARLY LASI Jaritual Blue Mt. ¢ hip 
Co owned and operated by) Don 
Jarnes, initiated a new type of forest 
incustrie processing plant im eastern 
Oregon converting lodgepole pine 
into pulp type chip: with a portable 
‘ hippe r. The operation now appears to 
offer exceptional promise for firms us 
mig ¢ hip is raw product material 

The operation proved a salvation 
to Oregon Fibre Products Co., Pilot 
Rock, Ore to which Barnes’ organiza 
tion sells its 
pole chips. Oregon Fibre, already us 


voods-produced lodge 


mig ill ivailable lumber byproduct 
( ul from Pilot tock Lumber Co 
iwmill 

furniture 


during the unu ually late spring sea 


operation ind an affiliated 
manutacturing plant ran 


mona “hand-to-mouth” « hip supply 
Cre Vor bibre consumed the entire 





Utilization Advantages 


ine chips have proven to 
uitable for the manu 
especially the in 

ical type currently ac 
wt of Oregon Fibre 
thi “weed tree’ 
idition to producing 

1 ap 

ove! 





mitput of the portable chipper to sup 
plement its b product chip and also 
mported chip for a short time by 
rail from Willamette Valley mills 

Blue Mountain Chip Co. contract 
ct] vith Oregon Fibre to deliver 
chips to the plant at a specific price 
ubcontracting logging to W. G. Mil 
ler and chip hauling to Charle } 


Smit] The Blue Mountain firm take 
er the tree | } 


engtl og delivered to 
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CLOSEUP of chip 
ping unit, A Diamond 
mill of 20-inch capa 
city, powered by 300 
hp. supercharged 
Cummins diesel en 
gine, with a fuel tank 


TWO TYPES of yard 
ing machines. Top 
HD-5 Allis-Chalmers 
tractor with rubber 
tired arch. Bot 
Wagner Tractormo 
bile. powered by 
Buda diesel 


THREE OF four 11 
unit Page semi-trail 
ers and one of two 
Cummins powered 
Autocar diesels, which 
haul chips 20 miles 
to Pilot Rock 


THE LUMBERMAN 


COMPONENTS OF PORTABLE chipping unit 
L. to R.: Skids up which logs are parbuckled 
to live storage rolls by Quick-way crane; feed 
conveyor, Fruehauf lowboy trailer with Dia 
mond chipmill; fabricated steel conveyor with 
24-in. American Rubber Co. ribbed rubber belt 
delivering the chips to the Page semi-trailers 











the chipper, converts them into chip 
ind loads them into Il-unit semi 














































































































the 6 to 14-in 
skidded to truck 





Equipment Co. assembled the first 
chipping unit and also is assembling 



































Chipper Highlights 

















chipping operation is a model 145 20 ballers 
knife (OK Knives) Diamond (Iron 
Works) chip mill powered by a 300 hp 


























vith 16 to 20-in 














upercharged Cummins diesel engine 
the chipper, engine and fuel tan) 



























































ahead of, and in line with, the chipper About 
\ hort 24-in, ribbed (Americar 
Rubber Company) rubber cross-cor 





















































































































































at a time and directs chips into any 




















GIAMDND Announces 
a new model “145” chip mill 


Intensive research and experienced designing by 























Diamond engineers have developed a chip mill with 








on-the-job performance records that are outstanding. 














The size and quality of the chips are controlled to 








meet the most rigid mill specifications, with the very 





minimum of fines and practi ally no oversize 














It has a feed opening 22’ wide and 18” high and will 








take all types of sawmill waste wood, even to full 








length pulp logs. Fast, economical, high capacity pro- 








duction of chips has been reported wherever the 





model | } > 18 inh use, 





Specifications 
Portable or Stationary 
Capacity 10 to 15 cords per hour 
Low Horsepower Requirements 
Diese! 200 to 300 hp @ 1800 rpm 
¥% 1 Electric 150 to 300 hp @ 700 rpm 


























Power Feed synchronized with rotors 

Rotors Cast steel “V" type 
dynamically balanced 

Heavy duty roller bearings, 50% 
oversize 

Shipping weight, 6500 Ibs 

Rugged, all steel construction 


DIAMOND IRON WORKS 


DIVISION GOOOMAN MANUFACTURING COMPANY 























i Mele a ee a) 


paid on 
use light power saws ot the 


nine tree 








the second portable chipper 


trailers ready for transport to the pur. THE HARVESTING PROGRAM « 
chasing mill for (1) falling no trees less than 6-in 
Thi eason the chipper ope i ate it dbh 2 taking tho ‘ ot 6 to ] } iti 
lodgepole tracts a little over 20 mile dbh. directly to chipper im tree 
from Pilot Kock Barne anticipate length: subsequent totalling and 
production of 90 to 120 units (200 cu limbing 3) a sawlog (16 or 32 
ft.) per S-hr. day with his present long) is cut from butt end of thos 
machine A second portable chipper over 14-in. dbh. and the remainder 
vill be in operation this year. Nelson of the tree handled same as those 


class. The sawlogs 
roads by the chip 
wood loggers, will later be loaded out 
and hauled to Pilot Rock Lumber Co 
plant by that organization § 
Main production unit of the portable logging operation 

a per-tree bas 
} hp. class 
bars and cut to un 
usually low stump height. Trees 


all mounted on a Fruehauf 25-ton low felled with butt toward chipper 
boy machinery emitratier A metal Barn ays a set of faller 2 men per 
feed conveyor with two strand of et) will harvest around 200 trees 
lug-equipped type 78 chain, driven by an S-hour day. Three or four sets 
the main Cummins power unit, sets needed per chipper 


length tems 
kidded per turn from 


veying belt receives chip from the ss landing Yarders ol this original 
chipper and delivers them to a longer portable chipping operation consist of 
duplicate belt transporting them up a four small Allis-Chalmers (HD5) trac 

0-ft. incline to discharge into a hop tors, each pulling a rubber tired arch 
per. A telescoping aluminum spout, of ind a Buda diesel powered rubber 

two #-ft ections, directs chips from tired tractor-arch combination Wag 
the hopper into the awaiting (Page) ner Tractormobile). In general. c1 iwi 
ll-unit semitrailer The loading set er tractors take of shorter skids 
up accommodates three semi-trailers 


and the rubber tired tractor works on 
ena off tham longer hauls The 


skidding tints 
addition to skidding sawlogs to the 


PONDEROSA PINE 
SUGAR PINE 
DOUGLAS FIR 
WHITE FIR 

INCENSE CEDAR 


Kiln Dried 


Mouldings and 
Interior Trim 


Jambs - Frames 


Incense Cedar 
Venetian Blind Slats 
Glued-up Panels 

Cut Stock 


Box Shook 











salvage 


voods to chip 


main road, deliver the  tree-length 
stems to chipper landing where the 
chipping crew takes ove! 

The original portable chipping op 
eration uses a Quick-Way model S-2 
crane, powered by International en 
gine, for parbuckling the lodgepol 
tree-length stem from landing to 
gravity rolls leading to the feed con 
veyor. From there logs are rolled, one 
at a time, into the chain-equipped con 
veyor which takes them butt first into 
the chipper 


LOGS FEED INTO the chipper at 
maximum speed of 200 Ifpm butt 
first. Diameters of about 9 or 10 
inches, or larger, reduce rpm. of the 
power unit. The operator then stop 
the log from feeding mito chipper 
until the diesel engine regains peed 
when he again cuts in the feed mech 
anism Despite this intermittent feed 
ing, chips continually pour forth from 
the machine 


The power unit functions at sus 
tained engine speed while chipping 
stems of about S-in. diameter and 
smaller According to Barnes, the 


chipper, with a capacity for 16-inch 
logs has a maximum ¢ pacity of 160 
units in 8 hours and has actually pro 
duced 150 units in that tine 

Several improvements are to be in 
corporated into the second portable 
chipper. It will have a model 145 
Diamond chip mill powered by a 300 
hp. turbo-charged Cummins diesel 


(Continued on page 108) 








Sales Office at Anderson. California 
THE LUMBERMAN 


200 MILLION FEET MORE 
To Serve You Better! 


The 200 million feet of timber we 
just bought in Trinity Nat’l. Forest 
brings our reserves to more than a 
billion board feet. This, plus three 
sawmills, two planing mills, and 
dry kiln capacity of seven million 
feet of seasoned lumber a month, 
is your assurance you can get the 
lumber you want when you want 
it, from the Ralph L. Smith Lum 
ber Company. Good service makes 
good friends 7 we’re working 
constantly to serve you better. 


Our Specialty—Mixed 








The Ralph L. 


MITH 


Lumber Company 


MILLS af ANDERSON, 
RED BLUFF, CASTELLA & 
WILDWOOD, CALIF. 
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THERE IS NO LIMIT 10 


DIESEL ENGINE VERSATILITY 


CUMMINS 300 HP SUPER-CHARGED DIESEL ENGINE ON A 
Portable Chipping Unit at 
Blue Mountain Chip Co., Pilot Rock, Ore. 


CUMMINS DIESELS set rugged standards everywhere 


CUMMINS DIESEL SALES OF OREGON, INC. 


1205 S.E. Grand Ave. Portland, Oregon 
Telephone: Fillmore 7383 














AUTOMOTIVE—INDUSTRIAL—MARINE 
BRANCH OFFICES 


CUMMINS DIESEL SALES OF OREGON, INC., 1205 S.E. Grand Ave., 





Portland, Ore. 


Branch Office: 731 Garfield Street, Eugene, Oregon Phone: 41-2257 
SALES AND SERVICE REPRESENTATIVES 
DON JONES—I1116 Queen Anne Avenue, Medford, Oregon Phone 29-702 
DON TILLOTSON—IOI5 N. W. Carden, Pendleton, Oregon Phone 2934 
BRUCE DOUGLAS—70 Walnut Lane, Eugene, Oregon Phone 23-2988 
MURRAY PERRY—1529 Annabelle Lane, Grants Pass, Oregon Phone GReenwood 6-5111 


Complete stock of Parts: 


ALLEN PARTS & EQUIPMENT COMPANY, INC. Leaders in 
1435 EB. 2nd Avenue South, Roseburg, Oregon lightweight, 
Cummins Service: high-speed 


Canyon Diesel Repair . 

Canyonville, Oregon diesel 

CUMMINS DIESEL SALES OF IDAHO, INCORPORATED power! 
12014 Front Street — Boise, Idaho 

Telephone: 3-7578 
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AERIAL VIEW OF new pine lumber mill of Kirby Lumber Corp. at Sils duction of 87 million bd. ft. yearly, plus 35,000 cords, of wood chips 
bee, Texas, which consolidates five previous plants, has planned pro Mill was designed by H. E. Bovay Jr., Consulting Engineers, Houston 














Eyes of Lumber World Are Upon Texas 


and Kirby Lumber Corp.s huge new sawmill, 
which took eight years to plan and build 












RESURGENCE OF THE outhern On Februar Ist, Kirb modern manence of log suppl from well . 
pine incdusts ha been dramaticall industrial plant became the first “big managed forest Ot the nillions of 
ithated ith the beginning of pro mill to start producing outhern pine wore of managed torest ind. Kirb 
clucti if Silshee Lexa by the ince the last big mill at Jogalusa own 550.000 Mill « pacit i 
Kirl Lumber Corporations big new La vhich started converting virgin tailored to thi 
iil ith im ¢ timated innual ca tand in 1907 The mill cut will be upple nented 
pacit 4 75 million board feet. Old This return of bign mbolizes by about a million board feet per 























timer iid that this event would the new southern industry, with mill month of rough green lumber and 
‘ er | ippen modernizations ba ed upon the per logs purcha ed from mall operat | 
ind fed into the tem behind the 
edgers with i Moore 5-column 


breakdow 
KIRBY WAS OPERATING. several 


old type mill vhen initial moderniza 


n hoist 








tion planning Va initiated in 1947 


Based upon economi ippral il ind 
efficiency surve Kirb elected to 
replace the existing mill vith one 


completely new plant 
Completed the mill combine 


features found = in vest coast and 
southern producing unit The 400 
acre ite pro ided complete treedom 


PROCESS FLOW DIAGRAM 





AVERAGE DAILY SHIPMENT SCHEDULE 
kiln dried finished lumber, 270,000 fbm; kiln 
dried finished small timbers and framing 
19,500 fbm; rough and surfaced green tim 
bers, 4,000 fbm:; green small timbers and 
framing, 6,500 fbm. Total: 300,000 fbm 
(Plus estimated pulpwood chips—150—170 
cords per day 














OPERATING SCHEDULE (Based on 250-Day 
Year): 1. Ponds, sawmill, green sorting and 
stackers—two 8-hour shifts daily with excep 
tion of timber dock and purchased lumber 
facilities. 2. Kilns operate continuously. 3 
Remaining facilities—one 8-hour shift daily 
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VIEW OF KIRBY MILL. At left is elevated chip shipping bin arrange American Hoist & Derrick mobile crane, foreground. R., barker build 
ment for truck loading, settling basin in foreground. Center, sawmill ing with double log deck served by 2 stiff-leg American HGD derricks 
ng out itch track black ire bunched with Signode steel strap 





toppe d access roads, insurance against pings and lifted by the stiffle Z derricks 
being hemmed in at some future time for placement on cars for reserve ce 
ind ictual Ul yund needed for the posit it ponds Iwo rail spurs flan 
na cre ot building space Plant the structure one for log supplies 
if ire closel linked for ethe ent Log tongs and derrick operating That 
processing, and all parts are protected chinerv are handled by pu h button 
iwainst fire by a sprinkler system remote control 
Log brought to the mill by rail The entire log handling area i 
wid truch ire lifted b two 2O0-ton provided with floodlights for opera 
ipacit American Hoist & Derrick tion during early morning and late 
Co tiff leg derrich vith SO foot evening hours 
Doom These place logs on 36-foot Iwo 90 x 1200 foot rectangular 
deck one for each log barker. Each concrete lined ponds provide a log KIRBY HERNDON (left) vice-pres. of Kir 
. - leck is fitted with hea cCOnVEYO! reserve Strapped log bundles are un by Lbr., Corp. Right, R. D. LUTTON, pres 
hain As needed, log ire kicked loaded from flanking rail spur track 
to the spool conve r leading to the vith a new 40-ton American Model 
irke! Chain ire reversible $40 DieskKlectri Locomotive Crane 
| pa a my Raat 97 = Mag mg gag sgl gg OUR COVER PICTURE 
; yf ich ring ¢t pe hydraulic barker removes bundles and switches to and 
' rved b 1 650 gpm. 1450 psi from the pond. A five million board 
Byron-]acksor pipe linn type pump foot storage capac ity provides i re 
ich fitted with a Cuno Engineering erve against logging slow-downs. o1 
( Micro-Klear filter. Water sup hut down of one or both barker 
pl is from the pond vith service Water storage also restrains deteriora 
through intermediate concrete ground tion, insures finished product quality 


level tank fitted vith two large K P 


adams Co. filtes Both infeed and BARKER OPERATING DECK is at 


mitteed chai ma barking ire op equal le vel with the sawmill Lag 





contel tears o console cantenk with o ire moved back to either of two Filer 
len late ala panel for observa & Stowell swing cut-offs with 84-in 
tins Barki y capacity is up to 120 inserted tooth Simonds circular saws 
eal fom Log ire delivered to the plant Wh 
, tree lengths, including top: W hile 
CONSULTAN IN DESIGN § and iverage log haul has been increased 
truction ft the yood room and by centralization condition of log 
barker house is A. L. Swanson & inventory and efficiency of manag BANDMILL AND carriage equipment in Kirby 
Co... Vancouver, B. ¢ vith Mr. De nent have been improved, resulting Lumber Corp. mill at Silsbee, Texas, is fur 
LeFlufy of that firm as advisor on in fuller utilization nished by Filer and Stowell. This is the num 
truction of the iwmill Improved opportunit is prov ided ber three carriage in this modern new plant 
After barking, logs may be routed for selection of length for product 
back for deposit in rack it each end from viewing the bark-free logs. Low 
of the receiving dech Here the quality trimmed section ind tops are 














VIEW FROM NO. | rig shows Filer G Stowell edger. Floor chains VIEW FROM NO. | rig, diagonally across the Kirby mill. In the cen 
carry edgings and slabs left toward chipper. Rear L., horizontal resaw ter foreground is the Filer G Stowell edger serving Kirby's #2 rig 
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ONE OF TWO Hansel Engineering Co.'s ring hydraulic barkers (front CHIPPER INSTALLATION. Small trims and log ends enter from deck 
view Operator on upper deck has plate glass for view of debarking saw from left, are moved by Link-Belt roof top chain to right into feed 














Moving logs to the band mills are 
four Filer & Stowell air dow carriage 
equipped with We tinghouse electri 
adrive ind the latest log handling cde 


oe Among these ar compre ed 










tir kickers and niggers, new air motor 

! et vork und dual move 
ment dogving action vhich permit 
iw mill operator to utilize i thin 
backing board vhich is not cut vedge 
hape i ustial Phi dual move 
ment iutomaticall pull the backing 
hoard tight up against the knee ifter 









the backing board is dogged. Feeding 


















Bo yy rr the carriage ire log decks equipped 
ROBERT HOUSTON. planing mill superintend vith Filer & Stowell log kickers and A. W. DAINWOOD 
ineaders and nigger general superintendent 
ent, checks finished stock for high standard >} checks on first shipment on Santa Fe rail car 
dropped into a chute leading to chip ALL. CONVEYOR ROLLS, chain | 
per Saad Convevor installation ind equipment within the mill are Filer & Stowell vertical | i rip re 
shead and hehind the sav permit driven by individual electric motor iw is a Filer & Stowell timber trin 
ready transfer of logs from one feed Compressed air for all parts of the mer with 30-in iM vhich allow 
line to another. An operator control plant is provided from the centrall tock over 8” in thickness to be trim 
the iw and conveyors from a push located power house by two Worth med. Stock fed to this trimmer first 
button console ington Corp Size 3/ 14x14 No passes through the vertical rip saw 
rwo chain each serving decks to 1.-60599 compressor An S. A. Woods timber izer is lo 
left and right, feed head rigs by cas From the band saws, the roller beds cated on the timber dock level 
rving log into the mill There ire transter tock to two Filer & Stowell 
four head rig each a double cutting doubleedgers Next discharge is to OUTFEED FROM THI il] ic 
S-foot electric motor driven Filer & first set of floor chains carrying slab vay right via a Jeffre Mi ( el 
Stowell band mill ind edgings left to the lasher iv ited conveyor Most of the chai 








Vhe econd and third sets of floor 
chain curry right to two Irvington 
iutomatic random length smooth end 
trimmers The fourth and fifth set 
4 chain erve either the S-ft. Filer 
& Stowell horizontal doubl table 
band resaw it the left corner ot the 
Filer & Stowell vertical band rip re 









iw it the Oppo ite corner 


\ third Filer & Stowell edger i 


used to edge lumber tock which i 












WESTINGHOUSE MOTOR installation fur passed through the Filer & Stowell WORTHINGTON CORP. 33/14x14 No. L 


nishes power for the carriage on No. | rig horizontal band resav Behind the 60899 compressors furnish compressed air 











KIRBY'S MODERN power house is shown in left photo. At right, inside with its Westinghouse steam turbine. Turbine initial pressure 600% with 
view: two 4375 KVA 3600 rpm. Westinghouse AC generators, each exhaust of 25% at 27-inch. Initial temperature 750° F 3500 KW 
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PRODUCTION ARRANGEMENT behind planer- matcher 
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There are ONE OF 


3 production units. In rear, shipping shed and rail track for loading out mill 
conveyors in the plant are also fur creen feed directly to the rechipper 
‘ished by Jettre Screened chips are conveyed to an 
Log top ind materials from slashes ele ited 26-bin storaue hipping unit 
meet at chipper feed at left where ire fed by gravity feed to open top 
the building wider behind #4 head ins for transter by truck to the East 
rig. Carthage Machine Co. furnishe lexa Pulp & Paper Co. mill a te 
the 72-inch 10-knife chipper and «a vile distant Anticipated vield ha 
ompany ing rechippet Chipper j hes placed it 10.000 equis ilent 
driven b i 400 hp Westinghouse ords of wood in chip to which an 
chronous motor. A Filer & Stowell estimated 25,000 cords of pulpwood 
te louble Anvil hog is jointl in from Kirby forest improvement cut 
ting vill add up to pe rhaps is much 
' 0) percent of the yay mill total 
gg. The “Last” Big Mill do 4 ss og aaa 
The fo ving account of the Grea \ vibration-free large loft above 
Southern Lumber Co. mill at Bogalusa the sawmill, daylight-illuminated and 
Louisiana, appeared in 1908 
‘The sawmill has a daily capacity of ilso equipped with fluorescent light 
’ 600,000 feet and a marvel of thi ing fixture prov ides saw maintenance 
ency. It was built under the persona facilitic Hanchett Mfg. Co. fur 
ipervisior of W H Sullivar the ished SIX band saw and three cw 
iperintendent, with the assistance of cular saw grinders, plus three sets of 
John J Monaghan, The Filer & tretcher rolls and a big knife grinde: 
Stowell Company, Milwaukee, Wiscon for servicing chipper and hog knive 
} wales furni mee ali the machine! Saws used in the head rigs are Sim 
for ne awmill, tree mill and powet! , 
plants with the exception of the app mds O89 gauge 
ance for the boiler room CREI N Lt MBER IS carried from 
“The buildings are of steel and c¢ iwmill to a large Ie mple Bova 
crete. The plans were drawn and cat Measurmatic sorter in which it i it 
8 out without developing an error tomate ill eparated by seven length 
( ssnatiatet aia hipped “ a be ape eure vation On | iti ) } itt 6/4 iti 
ads of machinery, probalt the lai ind 2-in. and by widths on l-in. The 
est hipment of awn machinet orter has two division the inch to 
ever mac I any company for use the right and thicker tock to left 
al ne pliant Accumulation is in live ba vith « 
The Boga i plant ha my ! pacitne of | to 2-kiln car load 
be whe mantied, b most of the ec (Controlled by pu h buttons. ba di 
= ; when ag: ges adh ge pe harge to lettre Mig. Co. convevor 
. equipped vith 30-in Phermoid Co 
150-C belts that feed elevated cor 
talled t! the chippet per itth eyvor to the Moore tacking hed 
tra ler f the fee t! j ne t the Mechanical automatic orting avoid 
ther and allowi hort refuse t excessive use of labor in handling 
pass directly into the | tead of Sorter building has an overall maxi 
the chipper. Rejects f the Orville mum length of 300 feet 
“inpson Kote rating chi Thi tacking house j equipped 
ELEVEN MOORE cross-circulation dry kilns with their 30 tracks. Note 
aluminum insulated carrier type doors with which they are equipped 
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BYRON JACKSON pipe-line pump 


650 gpm 


supplies water to Hansel barker 







iHKct Stetson-Ross 6-12Ma-1 planer matchers in planing 
with tilt hoist and automatic feed. Anderson Blowpipe system 


1450 psi 
At 


L. is Cuno Eng. Co. Flo-Klean’ pump filter 
vith AS) ton Moore 1s Kiln Co 
roller type kiln load stacker for 
making up load 6-teet ice Move 

ment of car to kiln is done ith a 
Moore electri power transter mead a 
companion car 1 located at the dy 

end. A trailer car that can be coupled 
to the powell transter car (fitted with 
cul puller is included in the equip 
ment 





GRUENDLER HOC processes trimmings in the 


planing mill at Kirby 


en with an Anderson Blow Pipe Co 





It is Westinghouse driv 


re moval 


BAYS FOR INCH lumber in Temple-Bovay Measurmatic sorter. R 
Jeffrey conveyor with Thermoid Co 


belt leading to Moore stacker 






Moorefturnished dry kiln facilities 
handle the output of the sawmill plus 
Kilns are 
circulation units 120 
feet long, nine with three tracks, one 


purcha ed wreen lumber 


modern CTOs 


vith double track and one with single 
track. Kilns are of concrete with steel 
framed roof and steel fan deck sup 


port Light weight aggregate was 
used with &-in. tilt up walls to re 
duce construction costs The 5-in 


thick roof was made of vermiculate 
iggregate and especially designed 
A built up roof 
covering completes the cost reducing 
iti ulation Kilts are 
Moore 


t pe door 


truss type reinforcing 


closed with 


tluminum insulated 


KILNS ARE EQUIPPED with Moore 
master recorder-controllers which con 
trol and record the temperature and 
humidity at each end of the kiln, with 
additional thermastatic 
rool ventilation 


controls for 
The ve are placed 
along with motors and drives and 
testing equipment) in a 320-ft. long 
operating room across the entire width 
of the kiln installation 


! ibout one 


Kiln capacity 
million feet with ca 





Company Highlights 

Founded in 1901 by the late John 
Henry Kirby, the Kirby Lumber (¢ orp 
in its present form dates from 1936 
At one time the company operated 17 
sawmills with an aggregate production 
of 250 million feet annually. Scaling 
down of operations began in the 1930's 
At the present time the new mill's 
production will be sustained indefi 
nitely from ite 550,000-acre forest land 
holding 

Company lands have been under 
careful management and fire protec 
tion for a long time. Currently the 
woodland staff includes 2% professional 
forester Fire lanes have been cut, 
150 miles of forest roads built, and an 
additional 250 miles of access routes 
are planned. The planting program 
aggregates 2,500,000 seedlings annual 
ly. Employment in the woods, includ 
ing logging and pulpwood thinning, 
provides a payroll of 700 persons. All 
Kirby timber is within a radius of 125 
miles from Silsbe« 

Low loading centers are located at 
Bessmay, Honey Island, Votaw, Fuqua 
and Cleveland, Texas. The Santa Fe 
railroad serves the mill site proper 





pacity in and around the kilns of five 
million feet ban. Cooling sheds meas 
ure 130 x 320 feet and 210 x 220 teet 
divided by the 
transfer, provides for grouping to pro 
vide long runs in the rough mill by 
lengths and thicknesses 


Ample cooling space 
| I 


After drying, lumber enters a rough 
mill where it passes through three 
Stetson-Ross S94E Kiln load unstack 
ers to reach three Stetson-Ross No 
2028-6 double surfacers. These au 
tomatically gage the lumber and pass 
thin boards through without reducing 
them in thickness, thus saving much 

(Continued on page 65) 
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How Electric Drives Are Used 


by L. U. Eidson, C & A Engineer, Westinghouse Electric Corp. 
and R. E. Thornton, H. E. Bovay, Consulting Engineers 


MECHANIZATION OF THE Kirby 
mill required approximately 1000 
electric 13,000 
hp. Motors vary in size from “% hp 
to 500 hp. A 100 hp. and 
less, in the sawmill area and power 
plant, with few exceptions, are of the 
totally enclosed type 


motors totaling over 


motors 


The larger mo 
tors are drip proof or splash rool as 
required Motors located in the other 
buildings are of the drip-proof type 


Power Plant 


The centrally located power plant 
has two condensing automatic ex 
traction turbine generator units, which 
supply all plant electric 
quirements without 


power re 
external 
tie. Provisions for a future third unit 
were made. Two Combustion En 
gineering Superheater, Inc., vertical 
unit boilers, Type VU40 boilers, rated 
100,000#/HK, supply steam at 600 
psig 750° FTT. Each has 7150 square 
feet of heating surface and can use 
natural gas as auxiliary fuel. Each 
Westinghouse generator is rated 4375 
KVA, 80% P. F., 3500 KW, 4160 volt 
each with Westinghouse turbines 
lurbine initial pressure is 600% with 
25# exhaust at 27 inches Initial 
temperature is 750 degrees F. Worth 
ington furnished two 6000 
GPM 56-foot head mix-flo pumps to 
serve the generator condensors. Gen 
erators are wye connected with re 
sistance grounded neutral 


power 


Corp. 


Steam is 
automatically extracted at 25 psig for 
use by the dry kiln 

Distribution of electric power from 
generators to mill loads and power! 
house auxiliaries is controlled by a 
5 KV metal clad switchgear with 
draw out air circuit breaker and su 
pervised by an 
board 


operator s control 
Power house switchgear in 
cludes two generator breaker cubicles 
SIA feeder breaker cubic les necessa’ry 
auxiliary cubicles, and a surge pro 
tection cubicle. A 125 volt. station 
control battery is provided and 
mounted separately from the switch 
geal 

4 500 KVA dry type power center 
1160 volts delta to 480 volts grounded 
wye, is provided for the low voltage 
power house auxiliary. Unitized mo 
tor control centers provide control 
and protection of the 440 volt power 
house auxiliary motor drives 


Distribution Systems 


Power at 4160 volts is distributed 
to the plant load centers by five mes 
senger supported aerial cable feeders 
At each load concentration point, dry 
type power centers are located to 
serve the 440 volt low voltage mill 
loads 

Distribution system is essentially a 
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simple radial type with modification 
as required to obtain improved sery 
ice continuity, particularly to the saw 
mill area, edgesorter and kiln 

The saw mill is supplied from the 
beac h 
cable serves approximate ly one half 
of the saw mill and log handling area 
loads. Failure of either one of the 
cables would permit continued sav 


power house by two cables 


mill operation with one debarker and 


two head rigs with approximately on 
half normal lumber output 

Certain operations within the sav 
mill and log handling area must con 
tinue, however, if the saw mill is to 


maintain production after a cabl 
fault. These loads primaril con 
veyors and transfer chain ire sup 


plied 1440 volt power from power 
centers with primary s¢ lector switche 
which permits use of the two saw 


mill feeders in a primary selective 
radial arrangement 

THE DRY KILN, edgesorter, rough 
mill, and planer mill ire upplied 


power by two common feeder cable 
The dry kiln and edge sorter power! 
elector 


centers also employ primar 


elective 
Rough mill load 
are supplied from two power centers 
Four power centers are used for the 
planer mill loads. Power centers are 
connected to the two 4160 volt teed 
ers Im Ste h a manner that complete 
power failure in the 
planer mill is unlikely 


switches to permit) primary 
system operation 


rough mill ol 


The shop, office, and chipper build 
ing are supplied by a single 4160 volt 
cable 

5 KV metal switchgear is used in 
the saw mill for protection and control 
of saw mill power centers, and the 
two barker pump motor $160 volt 
metal enclosed, fused-contactor motor 
controllers are used to control the four 
log carriage drive MG set motor 
With the exception of the 4160 volt 
fused-contactor chipper motor and 
two air compressor motor controller 
all other motors within the lumber 
mill operate from 440 volt service 
Indoor 440 volt motor control center 
provide control for these 140) olt 
motors 

Thirteen identical power center 
each rated 500 KVA, 4160 volt delta 
primary, 480 volt grounded wye se« 
ondary are used in the mill. One 300 
KVA power center is used for th 
shop building. Power centers are of 
the air cooled indoor type with clos 
coupled drawout type indoor metal 
poe low voltage switchgear. The 
low voltage switchgear of each power 
center contains two power and one 
lighting feeder breakers. The dupli 


(Continued on page 65) 
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Is YOUR MILL Outside This Circle of 


Lower Costs-Greater Profits? 


‘ ct} 
ee a “Wey, 
. Let 
A Moore 


Stacker - Drying- 








Unstacker System 
Reduce Costs— 


“aN Increase Profits 


Learn how the Moore System can 
profit your mill—mail coupon below. 


MOORE DRY KILN COMPANY 
Jacksonville 1, Fla. or North Portland, Ore. 
(write nearest plant) 


YES, | am interested in reducing costs of 
drying, unstacking, feeding machines, 
or packages, other 


NAME 
COMPANY 


STREET 








Send information and have representative cal 
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One of the four F&S Band Head Rigs 


f 





tt ee eC Kirby's F&S Heavy Duty Band Rip Saw Kirby's F&S Heavy Duty Trimmer 
Other Machinery furnished to Kirby by the Filer & Stowell Company 


© 2-84" Swing Log Cut Off Saws 
All log kickers, Log Stops and Loaders, and Log Decks 
All cylinders to operate deck machinery and transfers 
4 Niggers 


All transfers, live rolls, and merry-go-round for 
Horizontal Resaw 


All filing room machinery 
All Sow Hoists 


All motors in the sawmill 


Bogalusa, Louisiana Plant 


Fifty years ago, the huge Bogalusa, Louisiana Plant of the 
Great Southern Lumber Co. was the largest lumber opera- 
tion in the world. The Filer & Stowell Company furnished 
97 carloads of machinery, which was the largest shipment of 
sawmill machinery ever made by any one company for 
use in any one mill 


THE FILER & STOWELL COMPANY 


SOS... conteny or racesces TOS 
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How Electric Drives Are Used 


(Continued from page 6 ’) 


cation of the transformers as well as 
low voltage switchgear should mini 
mize maintenance problems 


FROM EACH MILL power center 
140 volt conventional wire and con 
duit feeders are used to distribute 
power to indoor metal en losed unit 
ized motor control centers 
control 


The motor 
centers employ removable 
plug-in type starters with NEMA 
lype B control center wiring. 

The KVA rating and impedance of 
the 4160-480 volt power centers were 
selected not only with load require 
ments in mind but also with con 
sideration of secondary fault currents. 
The 500 KVA power center units 
selected adequately served the load 
requirements and permitted the use of 
standard 440 volt motor control cen 
ters without the necessity of special 
fault current limiting devices. The 
number ot power centers connected 
to any one 4160 volt feeder during 
normal operation was selected so that 
the feeder breaker relaying in the 
power house and saw mill could be 
set to see an internal power center 
transformer fault. 

Selection of relaying for the over 
ill system began with the 440 volt 
low voltage switchgear. Selective 
overcurrent trips on the low voltage 
breakers were employed to coordinate 
with the tripping characteristics of 
the molded case breakers used in the 
motor control centers. Induction dis« 
overcurrent relays for the 4160 volt 
switchgear feeder breakers in the 
power house and saw mill were 
selected to permit coordination with 
the tripping curves of low voltage 
breakers in the power centers and the 
fuses in the 4160 volt fuse-contactor 
motor controllers. 


lo provide power house bus fault 
protection, voltage controlled over 
current relays were prov ided for CAC h 
generator. These relays in turn were 
coordinated with the feeder breaker 
relaying. Differential relaying were 
provided for generator internal fault 
protection, Ground relays were pro 
vided for each generator breaker, each 
main feeder breaker and each 4160 
motor controller. Selection of relays 
and possible settings were made well 
in advance of the manufacture of the 
electrical equipment to insure the in 
stallation of a well coordinated sys 
tem 


Band Mill Drives 


Each of the four band mills is 
powered by a 200 HP, 440. volt 
wound rotor type motor. Magnetic 
contactor primary and secondary con 
trollers are employed for these mo 
tors. Operation of a push button 
causes the band mill to start and auto 
matically come 
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up to speed in ap 


proximately one minute Operation 
of the band mill stop push button 
provide automatic deceleration by 
plugging in approximately the same 
length of time. This braking feature 
is important to minimize down time 
during saw changes 


Debarker Drives 


Each debarker employs an SOO HP, 
3600 RPM. 4160 volt Westinghouse 
horizontal squirrel cage pump motor 
controlled by 5 KV metal clad switch 
gear. In addition, the complete barker 
installation includes 

2—1 HP, 440 volt barker screen 
drive induction motors; 2—60 HP, 440 
volt water supply pump induction 
motors; 2—7% HP, 440 volt oil pump 
induction motors; 6—1 HP, 440 vol 
barker screen drive induction motors; 
2—40 HP, 440 volt ring drive induc 
tion motors; |—60 HP, 440 volt filter 
supply induction motors. 

Four, 10 P, d.c. variable voltage 
package drives are also employed for 
the barker infeed and outteed log haul 
drives. 


Log Carriage Drives 


The two short side and two long 
side carriages employ electric motor 
drives. Each drive essentially con 
sists of an a-c to d-c adjustable volt 
age MG set, an armature voltage 
speed controlled d-c drive motor with 
gear unit and cable drum, and d- 
control employing magnetic ampli 
fiers for regulation. Both long and 
short rigs used the same electrical 
equipment for simplification of main 
tenance and stocking 
parts. 

Four 1” cables, two for the for 
ward and two for the reverse travel 
are required for each carriage drive 
The drive motor and drum location 
was selected to permit use of equal 
length forward and reverse motion 
cables for each carriage. Therefore 
only two lengths of replacement cable 
need be stocked—one for the short 
side rig and one for the long side rig 

The MC616 mill type drive motors 
with motor feoedh blowers are 
mounted with an DHR24 speed re 
ducer and a 43” diameter cable drum 
on a rigid common bedplate securely 
bolted and grounded to a heavily re 
inforced concrete foundation. Type 
A4G cam limit switches are mounted 
on the gear units away from any dust 
or moisture that might afford con 
tamination. A simple adjustment on 
the cams permit selection of addi 
tional carriage travel if desired 


replac ement 


DRIVE UNITS ARE mounted ap 
proximately midway between the 
extremes of carriage travel and at ap 
proximately ground floor level below 
the log carriage tracks. The MG sets 
a-c motor control cubicle and d- 
control cubicle are mounted close to 
the drive units Their 
selected to avoid maintenance prob 
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location is 





lems resulting from sawdust, chips 
and bark accumulation 

Log carriages with an average load 
can be driven at 15 round trips per 
minute on the short side rig and 12'» 
round trips per minute on the long 
side rig with a normal sawing speed 
of 600 ft. per minute. The sawyers 
controller is of special design for easy 
and entirely stepless speed control 
A magnetic amplifier in the control 
is used to force the generator field to 
the desired excitation in the desired 
period of time and the drive responds 
quickly to the movements of — the 
sawvers controller Likewise, the 
magnetic amplifier regulator forces 
down the level of excitation in’ the 
generator resulting in the desired rate 
of deceleration. It also limits current 
to a safe value for the equipment 
The sawyer is not burdened with 
having to manipulate his controlles 
to prevent overloading the equipment 
while striving to attain maximum lum 
ber output 


New Kirby Mill 


(Continued from page 62) 


valuable lumber. Lumber of normal 
thickness is blanked top and bottom 
so that it may be readily sorted, trim 
med and ripped to yield) maximum 
grade and most valuable end use 

An elaborate Link-Belt) conveyor 
handles lumber Each line is equip 
ped with a Mattison #202 fast straight 
line ripper. In addition, two Stetson 
Ross R-100 fast feed single rippers 
with quick change guides are used 
Unique jump return roll tables built 
by Stetson-Ross are used behind all 
five ripsaws to return pieces to. the 





Company Personnel 


Operation of the Kirby Lumber 
Corp. is under the direction of J. Kirby 
Herndon, vice president. Top produc 
tion personnel include: A. W. Dain 
wood, general superintendent; C. E 
Richmond, production supt. C. G. On 
stad, maintenance supt.; F. L. Rob 
erts, milling supt.; A. J. Hussman, 
traffic supt.; J. C. Perkins, Jr., super 
visor of purchases and personnel; 
M L. Wilson, supervisor of tie 
department 

Traffic and purchasing departments, 
formerly in Houston, have been moved 
to the Silsbee office. The Tie Dept. was 
moved to Silsbee from Beaumont 





ripsawyer for further 
ping 

All equipment is push button oon 
trolled with Westinghouse cubicle 
control installation. Leftovers in the 
rough mill are processed by a Gruen 
dler Crushed & Pulverizer Co, 3XD 
heavy duty unit. Sawdust is handled 
by an Anderson Blowpipe Co. instal 
lation. Rough mill and planing mill 

(Continued on page 69) 
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CUMMINS JT-6 TURBODIESEL 
rake horsepower 175 
Governed RPM 2500 

Bore and stroke 414" 
f cylinders 6 
Piston displacement 101 


Net vent with 


tandard accessories 1615 


Tn 1952, 1948 and again tn 1954 


Cummins Diesels powered 
more new trucks than all other 


makes of diesels combined ! 
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and now standard in these famous-make trucks 


Diamond T Four Wheel Drive Hendrickson 


International White White 
Harvester 


: or, 


Kenworth 
] reightliner 


175 hp. Cummins 
Turbodiesel ! 


TURBOCHARGED! MORE POWER...LESS WEIGHT! 


Here’s the new lightweight Cummins that delivers 175 
‘Turbodiesel horsepower for bigger payloads, faster 
schedules, lower costs! Here are all the advantages of 
diesel powe! and diesel economy without the handicap 
of any excess weight. The Cummins Turbocharger, 
driven by normally-wasted exnaust gases, provides 
this amazing low-weight extra-power by creating a 
more perfect air-fuel mixture...thus giving you 
maximum engine efficiency. 


UNMATCHED FUEL and MAINTENANCE ECONOMY! 


Fifteen million miles of on-the-job performance prove 
actual fuel savings average from 2 lo 3 cents a mile 
prove that the JT 
can be profitably used even in states with a 42,000 Ib 
weight limit 


compared to gasoline engines 


by operators who haul short runs or 
log low annual mileages ! And—thanks to modern, 
heavy-duty Cummins design the simple, foolproof 
PT fuel system— maintenance costs on the JT are com- 


parable lo gasoline engine maintenance costs! 


See highway truck models of leading manufacturers on the following pages. 


How much can this new Turbodiesel save 


you ina year? 


M iltupl our annual truck or fleet mileage by 2¢ 
the minimum per-mile saving based on fuel and 
Thaintenance economy compared to gasoline engines 
and the result is a sample of the kind of saving you 
can have with the JT. 


Cummins Engine Company, Inc. 


Columbus, Indiana 


on the new JT Turbodiesel 


I am interested in using the JT in new trucks 


Please send me, without charge or obligation, full details 


I am interested in repowering my present truc ks. 


‘CUMMINS MM 


gives you the big plus 


Name 


Position 


Company 


Address 


City 
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KIRBY 


LUMBER CORPORATION 


...8sets an important milestone 
in modern Lumber manufacture 


Throughout the world you will find no other lumber manufacturing plant more thoroughly 
equipped to produce HICH QUALITY lumber at lowest unit costs 


With pride we congratulate the Kirby Lumber Corporation on its farsighted preparation to 
PROFITABLY serve the markets of tomorrow 


All the machines for the modern 
planing and blanking mills were 
supplied by Stetson-Ross Machine 
Company 


For the BLANKING MILL 


KILN CAR UNSTACKERS 
20286 TWO-WAY THICKNESSING 
6-12-MA-1 PLANER and MATCHER SURFACERS, WITH FEED TABLES 

with ‘cartridge profilers RAPID CUTOFF SAWS 


SELECTIVE RIP SAWS WITH 
RETURN TABLES 
RELOADER HOISTS 

DROP GATES, PULSATING REFUSE 

SAWS AND OTHER SPECIAL 

MACHINES 





For the PLANING MILL 


TILTING UNLOADER HOISTS 
6.12-MAl PLANERS AND MATCHERS 
an WITH FEED TABLES 
THICKNESSING BLANKERS CRADEMARKERS 
48K and 58K] “CARTRIDGE” TYPE 
MOULDERS 
36A END MATCHERS 
RELOADERS 
SPECIAL MACHINES 
GRINDING ROOM EQUIPMENT 





Stetson-Ross also furnished the following 
equipment built by other manufacturers 
Two multiple Cut-Off Saws, one gang 
Rip Saw, Four straight Line Rip Saws and 
one 45” Endless Bed Sander 





58.K-1 5 HEAD MOULDERS 
Cartridge type” 


You are invited to submit your Planing 
Mill modernization problems to Stetson 
Ross. No obligation! 





MACHINE 
Cartridge type SEATTLE 4, 
68 THE LUMBERMAN 


48.K.1.4 HEAD MOULDERS 











36-A END MATCHERS 





WT-65 AUTOMATIC BUNDLE TRIMMERS 





T-78 RAPID CUT-OFF SAWS 





a 


TILTING UNLOADER HOISTS 





372 GRINDER and JOINTER 


STETSON~ROSS_ 


COMPANY 
WASHINGTON 
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New Kirby Mill 
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Mill Highlights 
The new mill has no refuse burner 


it 60 percent f the log goes to 


percent nto sale 


the balance composed 

ist, and hogged trim 

gh and planing mills, 
nstalliation 
eded $10,000 


pre ' 
orporation 
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“at the mil Diamond T “Space Saver” with 
in Cummins 175 h.p. Turbodiesel 


Here’s Diamond T’s new model 723-C JT Tilt-Cab tractor that gives 
you 175 Turbodiesel horsepower and lets you hitch on a 35-foot trailer 
without exceeding 45-foot overall length. The JT-6 Turbodiesel is also 
available in conventional design Diamond T model 723 JT. 
With the new, compact 175 h.p. 
Turbodiesel, these tractors now give 
youall the advantages of diesel power 
... all the savings of diesel economy 
. . without any sacrifice in payloads CUMMINS 
eo ... With maintenance costs as low as 
ind tilting gasoline engines! 
discharging For complete specifications, visit 
the hea your Cummins distributor or your 
Diamond T dealer. 





| 


gives you the 
big plus sons prom 


rHE NEXT TWO LINES are 
equipped th the foll 


(Cont d on page 71 In 1062, 1068, and again in 1064... 
Cummins Diesels powered more new trucks than all other makes of diesels combined! 








Tie \RVINGTON | Random Length End-Surfacer 






POWER AND PRODUCTION 
ON THE SAME ARBOR! 








NO BELTS—-NO CHAINS—NO LINE SHAFTS— 
NO POWER LOSS—MINIMIZES MAINTENANCE, 


BEARING AND PARTS WEAR! 


The ONLY Individually Motorized End Trimmer on the Market! 


Streamlined — Easily Performs with ANY Planer Feeds! 


Check these Famous Irvington Firsts, provided in the Model 
No, 66 by Irvington, the Industry's Foremost Authority on Saw and 


Planing Mill End Surfacing! 


No-Mark metal-covered feeder table with recessed 
precision chains and special lugs 
“coddles'’ your valuable lumber! 


protects and 


Vibrasorb overhead box frame supporting saw lad 
ders——for smooth, positive accuracy of cut! 

Ie ; . 

Pend-o-Su NZ, high speed cradle suspension of saw 
ladders —speeds production! 

One single integrated machine — overhead box 
frame, end frames, feeder table welded together 
for rugged durability! 

Flushaire overhead sawdust hoods —remove dan 
ger of fine, scattering dust collecting in your plant! 

Magnal (magnesium-aluminum alloy) saw ladders 
wheels and motor housings—light yet strong for 
speed in production! 


Write for irvington illustrated 66 folder and the 
relative low cost of a 66 installation in your plant! 
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IRVINGTON 


RANDOM LENGTH 
SINGLE-END, 
DOUBLE-END 

END PRINTER—A 
COMPANION UNIT 
Desianed for installation in the No. 66 trimmer 
Also adapts to other mill layouts without added 
manpower. identifies the quality of YOUR prod 
vat with YOUR NAME Ossures repeat orders 








Hydro-Lift hydraulic shock absorbers—no bump- 
ing or banging! 

Flushaire under-table sawdust exhaust system —no 
mess, no hazard! 


Tri p-o-Matic individual saw control console for ac 
curate control of trim length! All controls in easy 
reach of operator! 

Individual Push-Button Saw Control —red light 
monitors operation of each saw, gives instant sight 
check control! 

Hold-Flat hold-down shoes —gently but firmly hold 


lumber perfectly flat, without rocking, for extra 
smooth trim 


MACHINE WORKS 





1806 N.E. 7TH AVE, PORTLAND 12, OREGON 
3 COLFAX N.E., GRAND RAPIDS 5. MICHIGAN 
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New Kirby Mill 
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Four Wheel Drive T-645-D with 






Cummins 175 h.p. Turbodiesel 


FOUR WHEEL DRIVE’S new over-the-highway truck, T-045-D, gives 
you 175 Turbodiesel horsepower. When FWD decided to enter the on- 
highway field, the engine selected for their diesel model was the Cummins 


JT Turbodiesel. 


This compact engine provides economical diesel power minus the 


handicap of excessive weight or bulk. Now Cummins Turbodiesel ad- 


vantages are open to operators who 
haul short runs. . . log low annual 
mileages. Genuine Cummins parts 
and factory service facilities are near 
you wherever you operate. 

For complete specifications, visit 
your Cummins distributor or Four 
Wheel Drive representative. 





COT 


gives you the 


big plus MORE PROFIT 





In 1962, 1958, and again in 1954. . 


Cummins Dicsels powered more new trucks than all other makes of diesels combined! 





GRUENDLER “HOG” INSTALLATIONS 
al KIRBY LUMBER CORP. 


DETACHABLE -TOP 
CHAIN TRANSFER CHAIN 


dier Heavy Duty 3X0 Hog 
at Kirby Lumber Corp. ir 


bilshee, Texa 


H CLASS 
DRIVE CHAIN 


H CLASS 
REFUSE CHAIN 


In the new, modern Kirby mill, Gruendler Wood Cc CLASS 
Hog installations were specified to (1) process “COMBINATION” . ROLLER } le 
waste in the rough mills and (2) to reduce refuse CHAIN RANGE 


from the planing mill for use in the fuel house 


The Gruendler Wood Hog reduces all fibrous 
material, such as wood refuse, blocks and shay 
ings to a uniform fuel size in one operation, 
iseuring maximum efhiciency of your boiler room. 
Will more than pay for itself in one year. Utilizes 
the famous Gruendler swing hammer principle 
Built with the same rugged dependability and 
engineering perfection which characterizes all 
Gruendler equipment 


Gruendler also manufactures Chippers, Re- 
Chippers, Sawdust and Shavings Pulver- 
isers and complete equipment for waste 


wood utilisation. p | () R | \ \i 


Write for Catalog CAS TINGS 


ER 
CHAIN MAKERS FOR - 


CRUSHER & emp 
b GRUENDLER pstvinste co “yphg 
: PAPER N AM - pig -- a “* 


2915 N. MARKET st. . ST. Louis 6, MO. 
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Hendrickson 


Cummins 


BD-240(S) Tractor with 
175 h.p. Turbodiesel 


Here’s Hendrickson’s short-coupled BD-240(8) tractor that gives you 
175 Turbodiesel horsepower and lets you haul a 35-foot trailer and still 
keep within 45-foot overall length. 

Powered by Cummins new 175 h.p. JT-4 Turbodiesel, this Hendrickson 
tractor can give you fuel savings of from two to three cents a mile com- 
pared to gasoline-powered tractors. You get all the advantages of diesel 
power plus bigger-than-ever pay- 
loads thanks to the 800-pound de- 
crease in engine weight over diesels CUMMINS | 

gives you the 
big plus 

















previously used. 

For complete specifications, visit 
your Cummins distributor or Hen- 
drickson Truck representative. And 
be sure you specify Cummins for your 
new Hendrickson. 




















In 1952, 19068, and again in 1964... 
Cummina Diesels powered more new trucks than all other makes of diesels combined! 


New Kirby Lumber Corp. Mill (Cont. from page 73) 





Blower Systems 


Anderson Blowpipe & Mfg. Co., Inc., 
Seattle, Wash., designed, fabricated 
and installed the complete blower sys 
tems. Nine systems were installed in 
the planing mill and four in the rough 
mill, plus one system at the timber 
dock for the timber sizer. Each blower 
system conveys the refuse from the 
different machines it services into an 
Anderson Hi-Efficiency dust collector 
designed for loading refuse directly 
onto a belt conveyor without a dust 
hazard, The refuse is then transported 
to ites destination 

The many blower systems are engi 
neered to provide maximum efficiency 
at low power costs. The various sys 
tems may operate individually or all 
at once, whichever the mill should de 
sire. If the mill should operate part 
of the machines only, exhausters serv 
ing this part would operate. Fans 
serving the machines not operating 
would be turned off, thereby resulting 
in a considerable saving in power 

Each system consists of Anderson 
Blowpipe Hi-Efficiency heavy-duty 
planing mill type exhausters; Hi-Efi 
ciency duster collector; automati 
weather roof, which opens and closes 
up as the exhauster shuts and starts) ; 
all necessary branch lines, hoods, et« 
Branch piping is securely braced 
throughout by rod hangers to each 
pipe. Machines with movable heads 
are equipped with slip and swing 
joints to follow adjustment of the 
machines 





cludes two duplicate lines each in 
Waukesha 
powers a Worthington pump through 
a Twin Dise clutch and an Amarillo 
Welding & Machine Works right 
angle drive. A pair of Worthington 
vertical turbine 


cluding a motor that 


drive water pumps 
have capacities each of 1500 gpm. at 
125 psi. Pumping units are manipu 
lated by a Clark Controller Co. in 
stallation and by Bristol Instrument 


Co. automatic engine controller 


Crabb Volume Table 


(Continued from page 534) 


the segments of long logs without 
changing the footage. There would be 
no « hange in scale on logs shorter than 
24 feet, or on 42 or 44 foot logs. In 
every case where this scale differs from 


the old scale it is more accurate 


lo save space this table only shows 
one diameter for comparison but it 
could be easily worked out for all 


lengths and diameters 


The new table would be just as com 


pact as the present one 


Accident Rates, Costs 


Discussed in Seattle 
“SAFETY IN the sawmill industry is 


an overhead cost that can be con 
trolled,” Stuart Dean of the Wash. 
state department of labor and indus 
tries told a group of King county 
(Seattle area) sawmill managers last 
month. 


The occasion was an informal meet 
ing called by Division of Safety in 
spectors to discuss accident rates and 
costs in industrial insurance class 10-2 
sawmills and shingle mills 

Dean pointed out savings which 
would accTue to ope rators who could 
maintain successively frequent rates 
Several important points were brought 
out at the meeting 

e More attention should be paid 
to every claim 

© More “follow up” on sick or in 
jured employees should be « arried out 

e Yearly medical exams at com 
pany expense for at least some em 
ployees in critical jobs are a wise step 

e A lackadaisical attitude in plant 
safety committees generally reflects a 


similar policy 
ment 


pursued by manage 


@ Personality ot 
contributes to their seeking unfair 
advantage of compensation benefits 
Employers must learn to spot invalid 
claims. 


many workers 





5960 4TH AVENUE, SOUTH 





AN ANDERSON BLOWER SYSTEM INCREASES 
YOUR MILL EFFICIENCY 


Designers and Manufacturers of 


Blowers and Blower Systems 
Complete Dust Control Systems 
Incinerators 

Collectors 


Fabricated Steel Products to 
Customers Specifications 


This photograph shows the Anderson biower system in the planing 
mill at Kirby Lumber Corporetion, Silsbee, Texes. Anderson provided 
all the blower systems of this huge plent 


COMPLETE DESIGNING AND INSTALLATION SERVICE 


ANDERSON BLOWPIPE & MANUFACTURING CO. 


RAinier 4844 


SEATTLE, WASHINGTON 
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WILL 
D 
JENKINS 


Former Safety Director 
Passes Away in B.C. 


WILL D. JENKINS, former safety 
lirector of B. ¢ Lumber Manutac 
' iation, died recently at 
B. ¢ ifter a lengthy ill 


lenkins was known throughout the 
Pacific Northwest a the dean of 
itet ind was re ponsible for the 
wganizing of the ifet department 
f the BCLMA which he headed until 
} retirement in 1949 He was also 
rie t the founder ot the Western 
Satet Conterence ind the Western 
Forest Products Safet (Conterence 
both international bodice In 1947 he 

i citation from the former 

m for his efforts in consery 
| 


lite ind property 


' 
Washington 
Canada as a 
d by a sister 


sellingham 


Chief Joseph Lbr. Co. 
Begins Production 


4 RECENTLY FORMED organiza 
tion Chief Joseph Lumber Co headed 
( Dick Granger and Sect.-Get 
srown tarted produc 
tud mill at Joseph 
This electric pow 
10-50M per da 
erging trom iM 
inster direct] te 
| erected plan 


Der trom th 


H ‘ 
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i jun ‘aim i 


fm 


International Cab-Over DCO-200 Series 
with Cummins 175 h.p. Turbodiesel 


Shown here is International Harvester’s new DCO-200 series cab-over tractor that 
gives you 175 Turbodiesel horsepower and lets you haul 35-foot trailers without 
exceeding 45-foot overall length. International also offers the JT-6 Turbodiesel 
in other Fort Wayne models in both the 4 and 6 wheel type, as cab-over, 96” space- 
savers and conventionals and in their West Coast 300 and 400 series tractors. 

The compact new Cummins 175 h.p. Turbodiesel in these trucks provides diesel 


power and economy without extra weight 
and size. Turbodiesel power advantages 
are now open to operators who haul short 
runs... log low annual mileages with 
maintenance comparable to gasoline 
engines. 

For complete specifications, visit your 
Cummins distributor or International 
Harvester truck dealer or branch. 


COTA 


gives you the 


big plus sons prorr 


In 1962, 1968, and again in 1064... 
Cummins Diesels powered more new trucks than all other makes of diceels combined! 





Link of PW.132M, 6.05” Pitch, 
Average 
(Malleable tren) 50,000 Lbs 


up to 50% MORE LIFE 
for log conveyors ! 


Ultimate Strength 


PW Combination Chain—for Better 


Handling—Lower Maintenance Costs—Less 


Renewal Expense—Fewer Breakdown Losses 


Grit and sand are fast death on chains, but 
not on PW Combination Chain. This Jeffrey 
chain provides 50°) more wearing surface on 
the carrying strand than regular C-132 . 
plus nearly 300°% more wearing surface on 
the return. These large flat surfaces give PW 
up to 50% 
abrasive matter is encountered. 


Combination longer life where 

Advanced design permits return on run- 
ways rather than on idler sprockets. This fea- 
ture eliminates a major cause of both internal 
and external chain wear .. . conveyors can be 
built closer to the ground, facilitating loading 

fewer supporting structures are required. 
Here is real economy! 


JEFFREY LUMBER INDUSTRY CHAINS: 


“H" Type Mill—A durable chain for conveyor or 
drive service, Broad wearing shoes on underside for 


drag duty. Extra rugged for high speeds and shock 
loads 

“H"’ Type Refuse — For scraper duty. Long wearing 
surface through head insures alignment and adds to life. 
Transfer Chain — Malleable or SUPERMAL, 
ridge tops for conveyor service. 

PW Combination —A heavy chain with extra large 
wearing surfaces especially designed for the pulpwood 
industry 

Type RW Roller Top — Small roller units ease trans- 
verse removal of heavy timber. 

STR Drive — For positive, flexible power transmission. 
Long Link Coil — Highest quality welding steel chain 
for timber conveyors hauling heavy loads. 


flat or 


There's a special Jeffrey chain for every 
lumber operation. For literature, write to Mer- 
chandise Sales Division, The Jeffrey Manufac- 
turing Company, Columbus 16, Ohio. 


Gy EFFREY 


G* MINING EQUIPMENT 
CONTRACT MANUFACTURING 


CONVEYING @ PROCESS IN 
TRANSMISSION MACHINERY @ 
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ant Steps Up Output 


Ukiah Lumber Company 
Adds Two New Dry Kilns 


UKIAH LUMBER Co rm Rieth 
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Kenworth Cab-Beside-Engine Model 
with Cummins 175 h.p. Turbodiesel 


Kenworth’s CBE tractor with the lightweight JT-4 Cummins Turbodiesel now 
gives you 175 diesel horsepower. There’s up to 800 pounds less engine weight 
and you can hitch on a 35-foot trailer and keep within a 45-foot overall length! 
JT is also available in other Kenworth conventional and cab-over-engine tractors. 
The new Cummins 175 h.p. Turbodiesel in these tractors gives you fuel savings 
no gasoline-powered truck can equal. Equipment price differential can be paid 
off within a comparatively few months 
through fuel savings alone! The Cummins 


PT fuel system makes diesel maintenance 
simpler than gasoline. Service is avail- CUMMINS | 
able at over 200 service points through- 
out the United States and Canada. 
For complete specifications, visit your gives you the 


Cummins distributor or your Kenworth big plus mons prom 
truck representative. 


In 1962, 1968, and again in 1964... 


Cummina Diesels powered more new trucks than all other makes of diesels comlrined ! 





Fleet Is Converted to Diesel 


and management reports fewer round trips, 
better pay loads and lowered maintenance 


CATERPILLAR D8 
tractor, with Hyster 
winch, Carco arch 
brings in turn 


TIGHTENING binder 
chain (top left) on 
Fabco trailer, White 
truck. Cummins pow 
ered unit (top right 
with 5, 500 bd. ft. of 
logs, for 40-mile 
haul. Bottom: Fleet 
of six Model 
WC28640 White 
trucks, powered with 
200 hp. Cummins 
diesel, 10 speed Ful 
ler transmissions 


Photo: Watson G Mee 
han, San Francisco 


A CONVERSION FROM gas to 
diesel log trucks was made in 1954 
by Lindgren & Burrell, Inc., contract 
logging firm which has supplied 
White Pine Lumber Co Alturas 
Calif. with logs since 1948. In the 
fleet change-over the company re 
duced the number of logging trucks 
from eleven to six, according to Pres 
Alvin Lindgren, without decreasing 
production on the present logging 


operation 


The company § two sides are about 
90 miles apart. Six company as well a: 
11 to 14 sub-contract trucks partici 
pate in the haul—the 17 to 20 log 
hauling units doing a job formerly re 
quiring 26 trucks 


The sides operate at elevations of 
around 6000 ft. or higher, with a con 
sequent short productive season of 
but about 7 months annually. Yearly 
production ranges from 21 to 23 


MODEL 10! Lima shovel repowered with 150 hp. Cummins engine THEW LORAIN loader, powered by D8800 Caterpillar engine, loads 
has 4-speed Fuller transmission. Photo: Watson G Meehan, San Francisco logs onto Fabco trailer and one of new Cummins powered White trucks 
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New Stud Mill Started 


aA HE, GO, Nes, Oo White 9000 TD Space Saver 


( ! ‘ | omple 
I I 


1-] ‘ I} listincti 







bri PAE “eateggennne . . . 
Ce, ene with Cummins 175 h.p. Turbodiesel 
= pr : be Her « é 
t the other four 
’ ( th individual motor White's new 9000 TD space-saver tractor gives you 175 Turbodiesel 
th to the same edger horsepower and lets you haul 35-foot “high-cube”’ trailers without exceed- 
a ; ae” chit eal ; gone oe Pons ing 45-foot overall length. 
; trimmers. a 6x] Cummins lightweight 175 h.p. JT Turbodiesel now gives these trucks 
6-knife planer and n ultipl all the advantages of diesel power... does away with excessive engine 
. dbs he : ; Be nae and chassis weight is the diesel 
‘gs Oo ayy ey that’s “right’’ for over-the-highway 
hing and car-loading end. Produc operation. And maintenance costs 
o d oe za fags ay pt Com on the JT are as low as gasoline CUMMINS | 
Bectlend Geawill DMoerufectesins engine maintenance costs! 
( ned by Charles E. Herman For complete specifications, visit 
oe mes { the plant r hin your Cummins distributor or White gives you the 
i . : Ass d Ae = “ bs = Motor Co. representative. big plus sons Paorit 
ficers of Athena include Jack Fait 
laons e preside : | Fair 








In 1962, 1968, and again in 1954... 


Cummins Diesels powered more new trucks than all other makes of diesels comlrined! 


RUNNING 2x.050-in 
Signode steel bands 
around logs on a 
load at platform 


CRIMPING Signode 
seals with conven 
tional hand tool con 
verted to an airpow 
ered operation 


They Bundle Logs, Chip Slash 


and have found that both operations 
are improvements in materials handling 


HOW AND WHEN 


slash is an annual problem with log 


to dispose ot 


gers, particularly those harvesting 
government administered timber. Pil 
ing and burning brush on specified 
operating areas or on roadside strips 
generally presents the 
“When to burn?” 

In some regions conditions make 
this solution difficult. Collins Pine Co 


logging in California at high eleva 


80 


question 


DISPOSING of slash 
on USFS timber har 
vest area by process 
ing limbs and 
branches 4-in. diam 
and smaller through 
Fitchburg Eng. Corp 
chipper (dist. by 
Weed Control Serv 
ice, Inc., Portland 
Ore.) mounted on 
and powered by a D7 
Caterpillar tractor 


tions between the company plant at 
Chester and Mt. Lassen National Park 
faces such a situation. Early burning 
presents a fire risk; deferred burning 
may result in snow-covered brush, the 
snow reaching depths of 6 to 10 feet 

Last fall, to meet U. S. Forest Ser 
vice specifications, the company utili 
zed a slash disposal method which 
eliminated both the “too late” and “too 
early” possibilities Instead of burning 


THE LUMBERMAN 


BY ENLARGING ITS mill pond and 
bundling logs Collins Pine Co 
Calif., ha 
of stored logs and discontinued deck 


Chester reduced degrade 
ing, which pre viously involved 5 to 6 
million board feet annually. According 
to Pres. Truman W. Collins, it also i 


expected to materially reduce the 
normal winter-season proble m of saw 
ing frozen logs 

First segment of this program in 
creased the log pond irea from 25 
acres to its present 35 acres. (The 
Chester plant in 1943 had a 15-aere 
pond.) 

Logs to be stored are bundled with 
steel strapping after arriving at the 
pond but before unloading logs from 
hauls 
with large off-highway type trucks and 


trailers 


truck and trailer. The compan 


running LO 
000 bd. ft. or larger. For unitizing o1 
“packaging 
2x.050-inch Signode steel strapping 


loads generally 


such loads, Collins use 
a Wrapper out toward each end of the 


load 


rO EXPEDITE effective and rapid 
banding operations, James Garrett 


logging supt., provided a strapping 
platform (similar to platforms conven 
tionally used in skidding logs on 
trucks) near the log dump and adapted 
a crimper to power operation 

A load of logs arriving at the pond 
halts alongside the platform the str p 
ping is run loosely around each end of 
the load, and seals are put in place 
and then crimped 

Che truck is then driven to the log 


dump and the packaged logs unloaded 


(Continued top page 8&1) 


slash, Collins Pine 


chipped limb 
branches, etc. of 4-in. diameter and 


smaller and seattered the resultant 
chips on the forest floor 

According to Log Supt. James Gar 
rett, this method not only eliminated 
the “when to burn” problem, but im 
proved the condition of the forest soil 
in contrast to the 


which, at best 


burning proces 
results in some losse 


of normal forest duff 


THE CHIPPER—manutactured by 
Fitchburg Engineering Corp. and pu 
chased through Weed Control Service 
Inc., Portland, Ore 
and powered by a D6 Caterpillar trac 


was mounted on 


tor. The equipment is fully mobile and 
travels as a self-contained unit in the 
woods operations area. Because it pro 
gresses through the disposal material 
the tractor generally moves but a short 
distance between settings 

The tractor is stopped in position 
limbs and 


convenient for feeding 


(Continued on bottom page &1) 


JULY 1955 









They Bundle Logs 


( er f } p page 






the ) Once vaterborne low 








ire tran pe rte« is needed throughout 


Baier boo 










B pul 1] -Sstorade logs to sup 


the 160M per ca mill during th 

[ g breah i} eason, the compa! 
reaseda it pond storage capaci 
round | illion teet to be 

een 16 and | iillion ft. Furth 
et-storage vill eliminat 






rmally occul ! 
Litt 
le ist 




















Power Crimper 


la operat 









mene ec ca White-Freightliner Space Maker 
vasa! is," sheen ‘With Cummins 175 h.p. Turbodiesel 


Here’s the White-Freightliner Space Maker (with sleeper cab) that gives 
They Slash Logs you 175 diesel horsepower and lets you haul 35-foot trailers and keep 
Pa eS aay ee within a 45-foot overall length! 
ant Powered by Cummins new 175h.p. JT-6 Turbodiesel, this White- 
| feeds them to the Freightliner tractor can give you fuel savings of from two to three cents 
C) emer from the a mile compared to gasoline-powered 
pe e sp ire projector tractors. Here are all the advantages 





of diesel power —fast acceleration, 


‘ tter the eT ea of sever ; 
ek . ‘ware alge faster schedules— plus bigger pay- CUMMINS | 


‘ anae ond i] loads thanks to an 800 pound de- 


taneously scattered tl er the crease in engine weight over diesels 
forest fl e operat previously used! gives you the 
( t f poe g of . | : hay For complete specifications, vieit big plus mone PROP 
ng ran slightly higher sOF paring your Cummins distributor or White- 
burning during Ut first seaso 


Freightliner Truck representative. 





In 1962, 1968, and again in 1964... 
Cummins Diesels powered more new trucks than all other makes of dierela comlrined! 





How to Use 


is the theme of the big Golden Jubilee 
session of Douglas Fir Plywood Association 























































































CIFT 1S GIVEN outgoing president EBERLY 


HOWARD B. GARRISON 
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“YOU CAN MAKE 
Douglas Fir Plywood.” 

This fact was reiterated in program 
sessions, architecturally emphasized 
in a convincing “50 Golden Ideas’ 
display and dramatized in a nationally 
released TY presentation and a play 
The Plywood Age” at the Golden 
Jubilee Douglas Fir 
Plywood Association held in Portland 
On June 19-22. The meeting was 
held concurrently with the annual 
session of the National Plywood Dis 
tributors’ Association 

Some 1,200 delegates came from 


Anything with 


session of the 

















Plywood Memorial 
Forestry Building 
Fr. L.: OSCAR 
MASON: THOMAS 
J. AUTZEN: W.C 
BAILEY: WE 
DIFFORD, Mayor F 
PETERSON: CHRIS 
TINA ANN AUT 
ZEN 







































































NEW OFFICERS 
From left: ROBERT 
N. KELLY: C. HEN 
RY BACON, JR 
MARTIN WN. DEG 
GELLER: A W 
AGNEW FAY L 
FOVAL: seated, HO 
WARD 8. CARRI 
SON 
























FEATURE OF Golden 
Jubilee meeting was 
50 Golden ideas Ex 
position held at Port 
land Armory. Dele 
gates view exhibits 
designed by promi 
nent architects 


all parts of the western states and the 
nation to the birthplace of the fir ply 
wood industry to take a quick look 
back at the industry's past problems 
with logs labor and glue lines—and 
a much longer look ahead at the opti 
mistic future predicted by industry 
leaders 

“We think we can beat the esti 
mate of the Stanford Research Insti 
tute regarding consumption of ply 
wood in 1975. That prediction of 7.5 
billion square feet can be attained in 
1965. ten vears ahead of schedule 
declared W. E. Difttord, managing 
director of DFPA He voiced the 
optimism of the 107 mill group now 
produc Ing and selling the versatile 
wood panels at an anticipated rate 
of 85 million square feet weekly for 





New Officers 


President: Howard B. Garrison, Evan 
Products Co., Western Div , Coo 
Bay, Ore. 

Vice President 4. W. Agnew, The 
Pacific Coast Co., Sonoma, Calif 

Secretary: Monford Orloff, Mt. Baker 
Plywood, Inc., Bellingham, Wash 

Treasurer C. Henry Bacon, Jr., 
Simpson Logging Co., Shelton, 
Wash 

Trustees: Martin N. Deggeller, Har 
bor Plywood Corp., Aberdeen 
Wash.; Fay L. Foval, The Long 
Bell Lbr. Co., Longview, Wash.; 
Corydon Wagner, Sr., St. Paul & 
Tacoma Lbr. Co., Tacoma, Wash.; 
Robert N. Kelly, M&M Wood 
Working Co., Portland, Ore 





1955, topping 1954's record sales of 
3.9 billion feet by about 500 million 
feet 


Al THE OPENING business session 
of the panel makers, president Eberly 
Thompson, M&M Wood Working 
Co., Portland, Ore., commended the 
associations management commiuttee 































r its con reflected in 

ibility to rice ut the 1954 industr ce s 
vide strike He tressed the commit 
trade promotion arn grace 
d to the 


ounget! 





. ina ent taking over the job 
the solid foundation laid by the pio 
neer He urged continued participa 
tion mm association activite 


Reporting in detail on the work of 


the management committee chairman 
| W Daniel Harbor Plywood 
Cory Aberdeen, Wash., emphasized 
the ixfold nerease 1 production 

eis) has created 










committees acti ti . NEW IDEA IN PLYWOOD use—Moké—was presented at the Golden Jubilee meeting. How 
» Cenabition af nwcomnenk tos comm to do it, shown at lower right, with a saber saw, and two examples of the finished designs 















Plywood on TV 


Arlene Fra tal f NB ry 
Home Progran nade tw remote tel 


ARCHITECT'S PANEL. From L.: A. QUINCY JONES; WORLEY WONG; CHRIS CHOATE 
JAMES F. FOWLER. DFPA: S. ROBERT ANSHEN, WHITNEY SMITH. Group discussed ideas 













future 
e Revision of Commercial Standard 
is defined in CS 45-55, which stif 


ened grace require nent 






















e Development of a giant gr idemarhk 
for Plyseord, plu design of a ma 
chine to handle face branding 

e Continued research on the use of 

fiite peck enee! 

@ Approval of pl vood in three prin 
cipal regional building code 

® Recognition ol rccepted vrace 

irking on sheathing 

© Development of a uniform cost 





LUNCHEON MEETING. H. H. CLARK. Jr, Borden Co.; ROB'T E. PFLAUMER, Am. Marietta Co 
L. L. EILARTSEN, Monsanto Chem. Co.: W. F. LEICESTER, Borden Co.; E. M. SKYTTA, Reichold 
Chem., Inc.; E. W. DANIELS, Harbor Ply. BEN HAZEN. Benj. Franklin Sav 


industry 


wccounting tem fo 

. \ mtance 
pecialt plywood, such as Texture 
One Elever 


romoting uses olf 








AKING BEFORI \ 
neeting W } Dittor mnadu 


irector. DFPA immed the indust: 















' LUNCHEON MEETING. From left: W. E. DIFORD, DFPA: A. W. ACNEW. The Pacif.c Coast 
earch and market development: o1 Co. Lt. Gen. LESLIE R. GROVES. Remington-Rand; ARNOLD KOUTONEN. St Paul & 
Tacoma Lbr Co... 8B. V. HANCOCK, Cascades Plywood Co.: Dr. A. J. HALL. U. S. Forest Service 









President 
EBERLY Atomic Energy TV Show Promotion Aids New Sights 
THOMPSON LESLIE R. CROVES ARLENE FRANCIS JAMES F. FOWLER WE. DIFFORD 


1 &, 4 sijg. 












PROGRAM 
PARTICIPANTS 


USE OF PLYWOOD in floors, roofs and walls 
was demonstrated at Colden Exposition 


luce eventual economic collapse He 
urged development of better plywood 
products and more automation in 
manufacturing 
Other points made by Difford 
e The 
suppliers, laggard in improving the 
manulacturing process, is 


industry and its equipment 


still one 
step removed from the blacksmith 
shop 

A proposal that labor and manage 
ment join to develop technological 
advances and new ply wood iat 
kets to assure job preservation and 
fair take-home pay 

In five year research could break 
a developing stalemate in the mar 
ket for panels with special overlay 


BOOKCASE AT Exposition utilizes Texture 
One Eleven, has versatile adjustable shelves 


faces —one of the industry's po 
tentially great produc ts 
© Unless all plywood is manufactured 





A New Book 


Distributed to Golden Jubilee dele 
gates were numbered copies of the 
non-fiction book “The Plywood Age,” 
authored by Robert M. Cour, staff 
man with DFPA. The volume, pub 
lished by Binfords & Mort, chronicles 
the 50-year history of the plywood 
industry 





with exterior glue-lines, the indus 
try may close off farm markets for 
good 


MODERN LIVING is demonstrated in func 
tional unit with at-ease comfort, bookcases 


e The industry is turning away it 
executive leadership needed in the 
next 25 years by leaving highly 
trained, brilliant young technolo 
wists and potentially great salesmen 


it dead end jobs 

Difford also urged that the chemi 
cal companies join with the plywood 
industry in seeking a masking or ove 
lay material that can be “owed” onto 
the surface of a low grade panel to 
produce a pretium product at com 
petitive prices 


ANOTHER LUNCHEON SPEAKER, 
Ben Hazen, Benjamin Franklin Fed 


(Continued on page &6) 
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BAMFORD-PREMIER 


SALUTES THE PLYWOOD INDUSTRY 


(50 Years Progress) 


LINE 





Standard and Special Equipment 
For Plywood and Veneer Plants 


Special Machinery 


MIER GEAR & MACHINE WORKS 
CHAS. F. BAN IFORD 


NEW FLIEDNER BUILDING, PORTLAND. OREGON 
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BARGAIN 


THAT BY-PASSES 
THE DISTRIBUTOR 
IS NO BARGAIN AT ALL! 





In these times of mounting production 
costs, nany purchasers of industrial sup- 
plies and materials are beginning to look 
upon their distributors as an extra ex- 
pense. At first blush, it might seem 
cheaper to buy direct from the maker 

\ctually, the distributor helps both 
the buyer and manufacturer save money 


Like this 


He saves the buyer warehousing, 


handling and storage details, paper- 


work, provides an immediate single 
source of supply for thousands of items 
that industry needs, often in a hurry. 


He saves the manufacturer the cost 


of heavy inventory maintenance in all 
parts of the country, the expense of an 
army of salesmen, a fleet of trains and 
trucks, and a stafl of credit and collec- 
tion experts. In a sense, your distributor 
repres¢ nts a cooperauve distribution fa- 
cility that you share with all other firms 
in your area 

Next time you’re tempted to get a 
direct quotation from the manufacturer, 
whether on a big or small item, figure out 
all the costs—— not just the first cost-— and 
you ll find you gain much more, yet in 
the long run pay no more, by utilizing 


the services of your distributor 





AND 
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IRON CORPORATION 


How to Use More Plywood 


(Continued from page &4) 


labe le d 


rovernment-insured home loans 8) 


eral Saving Portland. Ore 


cialistic, harsh and dangerous to the 
borrower 

He offered two alternatives | ‘ 
mortyvaue tem 


helter incusty 


ponsored bys the 
including manufac 
turer bovsilcles lenders and labor. to 
insure the first 30 percent of a horn 
oan to protect the borrower against 


making default payments 


| 
! 
! 


oreclosure 
or him in ene ruven but at a higher 
rate of interest. and a private sec 
market where in 
estor ill fine it ea 


oudar mortvawe 


bicoeree loan 

A program highlight of the meet 
ing was a panel discussion by the five 
architects commissioned to de velop 
the 50 Golden Ideas Exposition With 
James F. Fowler, Promotion Director 


DFPA, a 
explained the philosophy and 


moderator the designers 
princi 
ples involved in their ne root trusse 


leisure houses. furniture and 


other new ideas 

The California architects on the 
panel included: A. Quiney Jones, A 
Quincey Jones & Frederick E. Em 
mons, Los Angeles: Chris Choate, Los 
Angeles: Whitney Smith, Smith & 
Williams, Pasadena; S. Robert An 
hen, Anshen & Allen, San Francisco 


Hoors 





iNwetreted is Ne 2 Armstrong Automatic 
Bend Sew Sharpener. Capacity for Sews 


2° te 8” wide 


Precision Saw Sharp- 
ening Machinery in 
your filing room is 
the only way you can 
be sure each saw 
tooth is sharpened in 
a precise manner. It's 
the answer to higher 
production . . . up- 
graded lumber. 


Z %, 
‘+ * 
6 
“4g syn 88 


Write for Details 


ARMSTRONG MANUFACTURING CO. 


2135 N.W. 21st Ave. « 


Portiand 8, Oregon 


Founded in 1902 by E. P. Armstrong 
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Worle Wong ( impbell and Wong 
San Kran isco 


BANQUET SPEAKER Lt. Gen. Leslie 
USA Ret... now with Rem 
ington-Rand, Ine 
ence that this country 


R. Groves 
warned his audi 
might not 
urvive an atom Val He declared 
at the ame time that if America 
hould survive “it will usher in the 
greatest period of prosperity mankind 
has evert known 

stated that the atomic age 
making of 
He urged that atomic rese irch 


development bn move | i oon as 


(,roves 
is not confised to the 


bombs 





Fifty Golden Ideas Exposition 


An unprecedented collection of de 
ign ideas was unveiled at the Gol 
den Jubilee annual meeting 

The work of five top-flight westerr 
architectural and design firms, the 
ideas were shown in a dramatic vis 
ual exposition at Portland’s Armory, 
consisting of a seri of high styl 
architectural and display etting 
done in the grand manner 

Designed by Chris Choate, Archi 
tect, of Los Angeles, under the di 
rection of Joseph Westor held pro 
motion director for DFPA, the e» posi 
tion included item 


t 
i 
I 


‘ 


ranging from an 
abstract garden totem pole to several 
startling new concept n home de 
sign and constructior 

The display was organized in three 
sections one umming up the impor 
tance of the industry 
exhibiting the Golden Ideas developed 
for the industry by th 
firms, and the third iggesting fu 
ture uses and market 

New plywood products of the fu 
ture shown: a material tentatively 


today, the other 


architectural 


called Texture 55, a textured panel 
intended primarily for a ceiling panel 
adaptable to softwood plywood specie 
other than fir; a corner joining idea 
using a molded plywood angle cal 
a Plangle; a decorative concrete fern 
panel; and a long-span tongue and 
grooved lumber core panel for exposed 
hpeam roofs 

Other show hichlight a garde 
torage unit; a light fixture: a space 
divider set: a two-level plywood 
light: a 
‘ 


ine: a bookcase of 
cheme;: a structural system for 


and roofs for a vacation home 








Moké 


An exciting new way 
with fir plywood was un\ 
gates 

Developed by architect Whitney 
Smith, Pasadena, Calif., the proce 

called Moké, adapted from an old 
English word meaning “to weave It 
is Suggested by the vove! effect 
created when fir ply | 
Various patterr in 


won cut into 
ich a way that 
insertions of dowels, pegs, dises and 
quares in the saw cuts create third 


dimensional patterns and texture 


Unusual lighting effects can be er 

ated with these geometrical desigr 
The techniq ie offer 

bilities for home workshop 

killed use of a saber saw c: 

a wide variety of patterr 
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possible into private industry 


Groves declared that in the field of 
plywood and other building mate 
rials developments in “nuclear science 
ire creating tantastic possibilities 
vith some “surprising developments 
in the exploration of the possibilities | 
of atomic radiation of plywood He 


referred to new atomic radiation 
processes which promise molecular rom 


changes in plywood that could revolu 








Memorial Display = Ws omit 
¢ 


4 memorial display for the first 
panel of fir plywood made for exhibi 
tion at the Lewis & Clark Exposition 
in 1905 was donated to Portland’s 
Forestry building by the DFPA. It 
hecomes a part of the forest indus 
tries’ permanent Gallery of Trees ex 
hibits Belluschi and Owings, Skid 
more and Merrill designed the m« 
morial 

The display is planned so that the 

ore panel eems to float in a 


alo of light against a semi-circular 


’ 
vertical shaft made up of many rib 
formed by laminating strips of ply 
wood 


It wa ledicated on June 19 by 
Mayor Fred L. Peterson of Portland 


and unveiled by Christina Ann Aut | 
zen, granddaughter of Thomas Aut aster... ’ ; 
Zeer prominent Portland businessman - ~ ' | 

and son of the co-owner of the plant ? ™ “Down with down time! sa Roberts 
where the panel was made 50 years matte and that aocs for beary-deit 
~~ builds whic 

re le whic ‘ me Consunn 

The panel was one of ten placed on one when are Oo mummers in 
( lay at the World’s Fair. It has . most shops. Roberts’ new modern plant 
heen vel] preserved The Forestry 7 ' - equipped hae aonoenily tins p d 
Building, which house t, is the sole 

remaining tructure from } 1905 
World’ Fair - Cranes, air-power 1 tools and | Iraula 


heavy-duty rebuilds, Five giant overhead 





equipment speed ¢ ry yob. Cut labor 


charges to a minimum! Remodeling to 


tionize its use in the building indus 
try 


“The far reaching consequences ot 


meet Kenworth or other particular specs 
fications is 4 Roberts speciale taking 
these deve lopments of the atomic age trucks of ious makes and ag ind 
can hardly be measured today But , ' restyling into a matching “flee 1 
ve can look forward with absolute Roberts couch of magic 


certainty to a great expansion of the | j ) 
iutomatic factory idea, the brain child x ne 


f the giant electronic brain 





Roberts Sonofiux unit is typical of the 
Plywood Goes Musical niall . equipment and tools our specialists 
A bright musical tone was added : : use to get your truck back in tip-top 
to the Golden Jubilee program by the . / shape... F-A-S-T! With this machine, 
vorld premiere of “The Plywood all iron and steel parts can be tested 
Age which played a three-night run / for hidden cracks while on the truck 
Directed by Horace Robinson, Uni Think of the time saved when steering 
ersity of Oregon, Eugene, Ore., the spindles and arms, etc., need not be 
_ Pane Jaga ) cee y —o th ' removed for testing! 
nning in an Egyptian tomb to ; d ’ DISTRIBUTORS 
reathtaking glimpse into the fu KENWORTH TRUCKS 


¢ , veteran cast of 50 enter 
ainer enacted the extravaganza : Phone 
The musical d the story in song, FILMORE 6661 


lance, comedy ¢ | original musik 


‘ 





wood { w from an expensive 

er that could be afforded only by 

{ queer nto an industry and 

a , P home in a work 

‘ how. One of the 

yy yn pageant was i 

ny nee? nactment of ply 

oO 500th anr sary. Original T oO R Cc oO M Pp A N » 4 
theatrical affect vas the ise of a | Oo 

crim,” permitting a filmed image on 123 N.E. PACIFIC STREET * PORTLAND, OREGON 


the creen to d \ inte ive action 


ii 
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FOUR TRAY system 100 feet long is fed from Coe #242 lathe, with Coe tipple control and 
AC.DC variable speed drive, furnished by Republic Electric G Development Company 





PERSONNEL. From L.: D. C. LEARNED 
Pres. LEO SENSABAUCH:; GC. BETSON 





STRAPPED VENEER packages are handled by 
Clark Carloader fork lift truck at Polson 


aNd * ; 


88 











AIRFLEX CLUTCHES, with Link-Belt cushion blocks, used on trays 





7 ae - 
OVERHEAD HOIST, which serves lathe is 
PGH 4000 Ib. cap., with pendant controls 


Plant Begins Making Plywood 


in a 
green 


A MONTANA PLANT which started 
as a green veneer plant last summer 
is now making plywood. It is dis 
tinguished by the fact that western 
larch has been the principal species 
Doug 
las fir and ponderosa pine also utilized 


used, with Engelmann spruce 


is raw material 

Polson Plywood Co., Ine it Polson 
Montana began peeling larch veneer 
last August, with a daily log consump 
tion of 30.000 board feet. Log supph 
comes from the company Ss own tim 
ber, with Lyman Claridge handling 
the logging and 64-mile haul to the 
plant. Claridge furnishes logs to both 
a sawmill and the veneer plant on the 


siarne site both served from cold 





* 
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CLIPPER IS Coe semi-automatic, feeds stock onto 75-ft. sorting table 


recent changeover from original 
veneer 


unit peeling W. larch 


decks. Segregation is made on the 
ground with pee ler quality logs 
shunted to the veneer plant by lift 
truck 

Originally the plant had no barker 
Larch peeler blocks were steamed 12 
hours in two 14x56x10-ft. steam vats 
and the bark taken off by spuds be 
fore proceeding to the lathe, which 
was charged with a PAH 4000 pound 
capacity overhead hoist, with pendant 
controls. Recent addition of a Globe 
barker has changed that production 
routine 








THE COE LATHE has a Re public 
Electric & Development Co. variabl 
The ¢ oe tipple feeds 


speed DC: drive 


- 
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COMPOSITE well worth... 
PICTURE looking into 


Like a Well-balanced team, the combination of a Coe 
Lathe — Coe Clipper - and Coe Dryer with an assist from a 
Coe Grinder, will smoothly and dependably move you to- 
ward your production goal and greater profits. With each 
machine geared to the others, and each of modern design, 
your daily volume will reach a new high and your mainte- 
nance interruptions will go down to zero. 


We welcome the opportunity to help you make your 
plant more efficient, whether this involves a complete new 
line or lines or whether your program involves a step by 
step replacement of machines to keep abreast of modern 
trends. Feel free to call upon the Coe sales engineer to dis- 
cuss your picture with you at any time. 


The COE MFG. Ca. 


350 Bank St. «¢ Painesville, Ohio 
LATHES ° CLIPPERS . DRYERS ° KNIFE GRINDERS 
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REPUBLIC Development Company AC-DC TRAYS ARE driven by Republic Electric & AIR FOR the tray operation is furnished 








variable speed drive unit, on the Coe lathe Development Company AC-DC drive unit by the Ingersoll-Rand model 7TD compressor 
into a four tra yvstern LOO teet long Tray output feeds through a Coe building, 50x275 feet, located adja 
vith Goodyear belting driven b \ emi-automatn clipper ind behind it cent to the railroad 
prrbolic Lerve lopment Co ariable pusse to a 75-toot orting table 
wrrnl 1M a A; tk x ch tohe ‘ ( uv ‘ ‘ ‘ . . 
| rive i i ' ar riginallsy the green venect Vu P H 
rincipal ipmen 
used on the tra drive vith Link trapped for hipment to other plant P Equip ent 
Bole cushion hlock P&H crane, 4000 |b. capacity, serv 
, ishion blo for finishing into panel 
ing barker and lathe; Globe barker; 
bull production ot pl vood panel Coe #242 lathe (50x109 inches) with 
' ted to begin in April of thi tepublic Electric & Development Co 
P r iS Exper VJ | | j } _ : : 
Company : sonnel woe sccording to management of ni! variable speed drive; Cos tipple 
President eo Sensabaug! { | jo4 and transfer trays, with lathe driver 
‘ 7 oot Capit ct ' 
Vice-President: William C. Pound — \ ‘ aps il li _. by Reliance DC variablk peed drive 
retas ( rg i ort mnongd the new item idded mice ( on automat pper rit 
ee ‘ 00 ré of xe autom: 7 ( ) WIL 
2 \ : , 
Treasurer: H. H. Mes Hk LUMBERMANS visit, as well variable speed drive; Goodyear belt 
Mill foreman and director-at-large is the Globe barker, Coe dryer, Ed ing; Ingersoll-Rand compressor, mod 
Gerald Betsor erer press, the skinner and cutoff saw el 7TD; Airflex clutches on tray sy 
Director Will Tiddy, Gerald Johr ind other accessory equipment tem; Gage Burner; Capita 12-ft 
' slicer; Capital 10-ft. grinder; Clark 
) o | j ~ ’ ' ’ 
Lathe Operat 1). ¢ Learned Plant facilities a h woo " : ft trucks: EF derer pre ( oe dryer! 
ood framed sheet-metal exterior 








| ed 1 | Nd od PNA te 


USES 5 NOPAK HYDRAULIC CYLINDERS 










Arrows thew lecation of 2 NOPAK 


Cylinders 


Unique Machine Developed in Hawaii by Libby, McNeil & Libby Engineers” 


The pineapple harvester pictured is the re contained harvester to provide the power 
sult of continuing research and experimen for various movements essential to its suc- 
tation by the mechanical engineering staff cessful operation 
dieanam clear all CEE Glinine ~ Libby, MeNeil ae See in wrote! Power for machine motions pulling 
waich satetns qaneneedane @f tap etter methods, more efficient mac hines and pushing, lifting, feeding, retracting are 
vester 210 lower costs in all operations from field and provided in all kinds of machinery and 
farm to packing and labeling equipment by NOPAK Cylinders con- 
While space does not permit a detailed de- trolled by NOPAK Operating Valves. For a 
scription of their functions 5 NOPAK wide range of interesting installations, write 
Hydraulic Cylinders are used in this self for the NOPAK APPLICATION MANUAL 
GALLAND- HENNING NOPAK DIVISION 
2779 SOUTH 31ST STREET MILWAUKEE 46, WISCONSIN 


Refer to Classified Section of your 
Telephone Directory for name of 
nearest NOPAK Representative 








NOPAK 4” « 48” cylinder positions Pacific COAST aernssenvavives rue WILLARD : 
tet poom to suit Vleld conditions . ~ gr RA M at N EN aT siden . ; 7/ 
Cwith the cooperation of ORAM M*ninOT, Co..83 8.0; Geb et, Feruend., crcgee © E ALVES AND CYLINDERS 
Hien se '¥v Ch. J a ' . ; HN ’ Woonnpral ties F 
Sree tna. Monell ee pinworing ta) Rai fin Unt south ‘sais rane cy DESIGNED for AIR and HYDRAULIC SERVICE 


A a3a8-,HA 
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WILLIAMS-WHiTE... HoT PLATE PRESSES 
for Laboratory and Production 


The machines illustrated are typi- 
cal of the wide range of Hot Plate 
Presses designed and built by 
WILLIAMS-WHITE & CO. in ca- 
pacities from 50 to 5,000 tons. Each 
is engineered to your specifications. 


The name WILLIAMS-WHITE 
& CO. is s¥nonymous with quality 
. well known all over the world. 
When you have requirements for 
hot plate presses, why not fake ad- 
vantage of our designing and build- 
ing "know-how"? For details write 
any of our! representatives, \or to 
WILLIAMS: WHITE & CO, 4) 





ee 
tf : 





Congratulations 
to the 
Fir Plywood 
Industry 


REPRESENTATIVES 
ALLIED NORTHWEST MACH. TOOL CORP, 


Portiand, Ore 
GEORGE A. DAVIES, JR. MACH. CO, 
Los Angeles, Calif 


WILLIAMS-WHITE & CO. 
< a DMC 











At top: 200 ton, 24” x 24”, two-opening hot plate press 
with temperature recorder, controller and pressure re- 
corder. 

Above: 575 ton, 106” « 54”, 20-opening hot plate press. 
Shown with loader, installed in Pacific Northwest plant. 


_WILLIAMS-WHITE 


MOLINE, ILLINOIS 
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CARRIAGE IS EQUIPPED with tapers, air dogs and ele 60-inch Union Iron Wks. edger receives stock from headrig 
tric setworks by Klamath Mach. & Loco. Wks., (L.). R and from resaw by Century 75 hp. motor drives saws 
Idaho Mill Modernizes Plant A new 60 in, (Union Iron Works) away, utilized as fuel at the large: 
edger replaced an older machine for mill’s power plant Previous! by 

An impr ement program has beer proce ing stock arriving from both product wood was hand picked and 
arried out by Boise-Payette Lbr. Co the headrig and resaw The Cassin hogged to supplement sawdust from 
at its Cascade, Ida. band sawmill, was modernized by installation of air the main mill 
whieh the company purchased fron oom, Sree Caner Sat ar lanes Plans call for picking lath stock 
Hallick & Howard Lumber Co, These all Klamath Machine & Locomotive = at th tll al 
include installation of a new log-slip equipment, According to Sawmill Supt ~ ~y = og theca _— g it to the 
ind mill deck, adding a deck chainsaw R. G. Sheldon, the improvements were BI plant at Emmett for processing. 
for bucking long logs to appropriate made with view to upping quality. He This is anticipated a one of the 
mill length, a Union (Iron Wks) pres reports that important improvements changes resulting from installation of 
sure guide ir stalled at headrig and re sulted from taper Sawing a“ hydraulic barker and enlarged chip 
modernizing processing units as a 4 conveyor has been installed for re ping facilities later this year at Em 
means of producing better manufa ceiving sawdust hauled by truck from mett, which will convert that plant’s 
tured lumber the firm's log-gang mill located a mile by-product wood to chips 





SPEED UP YOUR PRODUCTION 
with 


“BLUE BABE” 


 —_-HEAVYDUTY 
BAND MILLS 
RESAWS 


POND & DECK 
SAWS 


LOG 
TURNERS 


















rite for Detai DESIGNERS OF SAWMILL AND LOGGING EQUIPMENT 


6 N W 29th AVE industrial Division PORTLAND, OREGON 
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2 Great Companions to the 


WESTFALL Performer 


Built by Popular Demand, the Westfall Nos. 100 and 150 Tractors com- 


plement the well-known Westfall SWD 250 Performer to meet any spe- 


W cific logging need! 





ry. 

Die same identical brute strength wide power and speed 
versatility superior pneumatic traction of the Westfall Pet 
former are included in the Westfall Nos. LOO and 150 Trae 
tors. Whether your show is big or little, ot whether you log 
large or small timber a Westfall Tractor or Performer is the 
hest buy because it can be tailored more closely to your job 


Center-Pivoted Front 

Axle allow wheels to 

op oscillate—They fol 

ie “ ~ = low contour of 

ground — rids over 

The W ESTF ALL No. 100 TR AC TC mR stumps, boulders, rough 


' a terrain, This is a great 
prototype neth 15 ft. width 7 ft oO YT, 


i105 HP Diesel or Gaso 


drive all 4 wheel 


time-saver and pertorn 
ance booster to in 


logging operator! 
repeed trans 


a 


) — — i The WESTFALL S.W.D. 250 PERFORMER 
The W ESTE ALL No. 150 rR ACTOR } nt wheel power steering full 4-wheel power on turns, Choice 


ry ediun ad ototype of the Weetfa Performer of Diesel engine ind horsepower (200 to 240), A 5-in- | machine 
; nm ft f 


rr 


) Powered by 150 HP lozer, arcl craper, log-a-teer, wincl julk of load rests of 


yi 
Diesel Eng ne Brake bewhe (_ustomized working parts t choose fron Speed 


power saat | t > mpl i} it lurning Radius 


COLUMBIA EQUIPMENT LTD. P. J. WESTFALL CO. 
aaa —— Shea 5510 S.E. McLOUGHLIN BLVD. 
eee ~~ -~-* pale PORTLAND, OREGON 
PIONEERS IN PNEUMATIC-TIRE TRACTORS SINCE 1947 
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BERGER PORTA-TOWER operating at summit of rocky hogback SKIDDING IN scattered logs ‘top) to Porta-Tower landing with D7 
loading Kenworth truck. Loader is Coos-King, powered by Ford engine Caterpillar. Bottom: Skagit BU85 yarder, Waukesha gas engine 





Portable Tower Yards, 
Loads On Steep Show 


and proves itself in rough, 
mountainous Oregon terrain 


NOT ENOUGH FLAT space avail 
able along the ridgetop to permit 
either decking for subsequent loading 

or combined yvarding and loading! 
That was the problem facing Hi 

Point Logging Co., Cottage Grove 
ARRANCEMENT Ore. in contract logging and hauling 
view (photo 1) of the W. H. Daugherty timber from the 
tower for combina 
tion use. From right 
Waukesha powered 


mountainous region of the upper 
drainage of the Smith and Siuslaw 


Skagit yarder: Ford rivers to southwest of Lorane 

powered Coos-King How to economically harvest timber 
loader, Berger tower from such precipitous mountain slopes 
Berger gooseneck separated by sharp, narrow hogback 
boom, all mounted summits has been solved by the com 


on steel runners on 
frame. Far left, re 
mote loader controls 


pany with a unique set-up equally 
adaptable to more favorable logging 


litions 

Photo 2: Berger on 

gooseneck heeling Prior to last November, when Hi 
boom placing yarded Point Logging Co. initiated the new 
log in landing posi logging unit, which has been dubbed 
tion. Photo 3: load “BeachBerger” by the loggers, it had 
ing operations carried done yarding and loading in places 
on from vacuum hy 


with restricted landing spaces Robert 


ce tg = pes ( Beach president of Hi-Point, says 
shop. Remote control that some of these spaces were so 
unit connects to load small cold decking was impossible 
er by flexible cow there was no room 


plings, can be located 
any point within a BEACH’S LOGGING operation gen 
thirty foot radius erally consists of three sides averaging 
a total of 3 to 3% million feet of logs 
per month, working the year-around 
Late this winter three sides were 
operating—the “BeachBerger’” and two 
swing sides 
Consolidating complete equipment 
on the Berger Porta-Tower sled for 


both varding and loading required 



























In Oregon, Walter E. Koch logs with a Waukesha-powered Thew MC-820 log loader. 
(Below) In Alabama, W. T. Smith Lumber Co. use Waukesha-powered Link-Belt HC5I. 


LOGGING ENGINES 


Power-packed, for reliability in handling all kinds of 
timber. Yarding, loading, trucking—these Waukesha Engines with 
their fast, smooth power are making modern logging records, 
one after another. Many exclusive proven design advantages 
afford clean burning, lively acceleration, tremendous reserve 
power, high fuel economy with low maintenance. Diesel, gasoline, 


LPG—10 to 1135 hp. Send for Bulletins 





WAUKESHA MOTOR COMPANY 148-DKB High-Duty Diesel, 5'4-in, bore x 6-in stroke, 
WAUKESHA, WIS. © NEW YORK © TULSA © LOS ANGELES 779 es, in, Gaplocoment, 200 mes. he of 2100 ren 
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titestial engineering The Skagit 
urdet " et at extreme back end 
ot the teel runner The Coos-King 
loader complete with its power tint 
ets on the steel skids between the 
urder and tower. This close-coupled 


hook-up required getting the loader 


man im a ile operation position with 
an unobstructed vie for loading log 
on truck and trailer 

Charlie J. Wert, Hi-Point superin 
finds this Porta-Tower com 
bination irder-loader — of 
benefit It how 


no room for cold decking Here the 


tendent 
distinct 
up best where there 


combination unit sets up im the limited 
pace ivailable and both vards and 
loads. He reports it can yard in from 
way as 1000 ft. and handle 

is much as 4,000 bd. ft per turn 
Saves Wert “The 
be taken down 
wain in a remarkably short period of 
time. The 


is far il 


Berger unit can 
moved and et uy 


move | 


second time my crew 


TICHTENING PORTA-TOWER guylines (left) with McCulloch chain 
saw unit. Center: Supt. CHARLIE J. WERT slacks off guyline as crew 











os 


it to a new setting required 5’ hours 
Thee 100-4 steel tower Vas 
the entire 


lowe red 
into transport position 
yarding-loading unit moved 2/10 of a 
mile, tower erected, guyline positioned 
ind tights ned. and the first log loaded 
out 


LATE LAST WINTER the other two 
operating sides, both swing operation 
vere yarding with BX200 Skagits, one 


powered by 275 hp. Cummins and 
the other by DI7000 “¢ aterpillar 
One of the wing yarders was a 


powered by 200 hp 
other swinging 
vith a Ford powered Coos-King. Ea h 
side was using Coos-King loaders 
Hi-Point Logging Co does its own 


BU L35 Skagit 
| 


Commin anc the 


log hauling, currently operating a fleet 
of 13 trucks and trailers. Sawmill logs 
ure delivered to the Cottage Grove 
Lumber Co. pond, a 30-mile haul, and 


peelers to Vancouver Plywood Co. log 


LOADING out logs 
at one of other two 
sides. BUI35 Skagit 
yarder swings load 
from other Skagit to 
the Coos-King loader 


CLOSEUP OF BU135 
yarder powered by 
200 hp. Cummins 
swinging logs from 
the yarder landing 
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members tighten another one before changing yarding direction. Right 
Beach hydraulic-scales gauge facilitates trucks carrying full weights 


pond in Springfield, a haul of about 
50 miles. All but three trucks of the 


company-owned fleet are powered by 





The “BeachBerger" Solution 


The answer to working in han 
capped spots has been worked out by 
Hi-Point. Locally, it has been calle 
the “BeachBerger 55 
nbinatior 
el Porta 


boom mounted 


It’s a yarding-loading cor 
which consists of Berger ste 
Tower and goosenec} 
steel sled Mounted or same 
sled are a BUSS Skagit irder 
powered by 225 hp. Waukesha ga 
engine and a Co King oader 
powered by 145 hp. V-8 Ford indu 


on a 


trial engine driving through Ford 
Multa-Torque 

The combination, according to pre 
dent Beach, tak« up no more roon 


than a loader. This make t par 
ticularly valuable to Hi-Point, whicl 
has lots of restricted setting 

This combination offers 
to other 
stricted space for landings or on set 
tings from which only small amount 
of timber can be obtained. Beach say 
it’s practical to set up his unit for 
harvesting as little as 150,000 board 
feet of logs. 


pot ntial 
operators, working ! re 





200 hp 
railers are principally Page & Page 
Nine of the trucks are Kenworth 
Trucks and trailers are 
with hydraulic 
under-bunk fluid-containing plate 
connected to gauges by metal tubing 


Cummins diesel engine 


equippe ad 


| ales consisting of 


These guages were deve lope d by Pre 
Beach for this special purpose. He ha 


established his organization seach 
Cauge ( 0.) tor produc ing and market 


ing the gauges, which have proved 


successful 
Wert use ol 
possible the 


According to Supt 

Beach Quages has made 
complete elimination of 
and also makes it possible to consist 
ently have near-capacity loads. It’s up 
to the driver to check his load weight 
at the landing. If either overweight 
or underweight, the driver calls thi 

(Continued on page 1lé } 
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Oilgear Fluid Power Two-Way 
Generator (Pump) with electric 
remote control Type “DX"’ 


‘© 
“soe 
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id 
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2 
\\ 


{ 





where can 


There have never been power units so well fitted to 
the special and unique combination of characteristics 
. : required by the Forest Products Industry as Oilgear 
Fluid Power Generators, Motors and Transmissions 
They provide ruggedness, dependability, long life, 
low maintenance. They offer easy adaptability and 
installation. They give a true Any-Speed range with 
out ‘‘dead” or ineffective spots throughout the entire 
range. Easy to control, to change speed, to reverse 
Extremely low in power consumption and consuming 
power only in proportion to the work done. Simple, 


Oilgear Fluid Power Units are already being used to great advantage 
in many of the following applications: 


SAWMILLS HARDBOARD-VENEER 
Carriage Drives Niggers Processing Presses 
Vacuum Transfer Mechanisms 
Feed Roll Drives Barkers 
Veneer Clipper Drives 
Set Works and Edgers Veneer Conveyor Drives 


Holding Dogs Veneer Lathes 
Surfacers 


Turners Haulers 











Oilgear Fluid Power Two-Way 


Motor Type “H"’ 


you use 
these Oilgear Fluid Power Units? 


accessible, requiring no costly auxiliary equipment 




























Oilgear Fluid Power Two-Way 
Variable Speed Transmission with 
simple servo-motor lever control 
Type “DHC" 


Such are some of the reasons why this great power 
system is thrusting its roots deeper and deeper into 
the industry as its true characteristics become more 
widely known and proved beyond all question 

If its advantages sound too good to be true, you need 
only find out who some of its users are and talk to 
them. Then call in one of our engineering representa 
tives. Experience will show you Oilgear superiorities 
are broad and exclusive. THE OILGEAR COMPANY 
1562 W. Pierce St., Milwaukee 4, Wisconsin 


PULP and PAPER 


Paper Machine Unwinder Drives 


Drives 
Pulp Baling 


Calender Drives Presses 


Winder Drives Hold-down Systems 








FOILGEAR 


OILGEAR 


RIDERLESS CARRIACE and log loading device at the Fleming Lum same riderless carriage, showing air dogs and cylinders and knees 
ber Company, Red Cliff, Colorado. Shown at right: another view of the Western Slope Lbr. Co.. at Gypsum, Colo. has same type of carriage 


Specie cut are chiefl Engelmann 

. . . pruce and lodgepol pine Western 
Mills Have Similar Features Slope ae Co produce about 
| »-2 million board feet pel Cal The 
Fleming Lumber Co., oldest in Eagle 


which include use of riderless Carriages oe eee eee villon 
and the production of specialty items — joard fect. At this elevation the oper 


iting season 1 hort ix month 


SEVERAI DISTINCTIONS AKI © They both have riderlk carriage WALTER SWANSON ice-president 
held in common by The Western Slope e Three-quarter or more of their pro md general manager of the Western 
Lauber Co., G psum ind the Flem duction is a specialt mine timber Slope Lumber Co 1 mechanically 
ing Lumber Co Red Cliff age The mills are located at an altitude minded, ingeniou iwmill man, some 
count Colorado of about 10,000 feet. Logging opera time back iw an article in THI 
© They're just about as high up in the tions are from an altitude of 10,500 LUMBERMAN about. the et works 
hill i it) iwmill can be 11.500 feet in the Roc Mountain ce veloped by Oscar Hedlund Hed 
lund Lumber Co Oroville Calif 
Swanson came out to see Hedlund 
ind visited the mill \ i result, he 
has put ver much the ame type of 
riderless carriage and set works that 
Hedlund ha in both the Fleming 
Lumber Co, mill and his own Western 
SET WORKS on car Slope mill. Swanson did the work on 
riage remote contro! the carriages and the set works in hi 
same installation for 
both the W Slope own shop it the Western Slope Lamm 
Lbr. Co. and Flem ber Co 
ing Lumber Co The set work ire made up of two 
l'2 hp. General Electri 220 volt 


ingle phase motor connected to a 


double input Dorris 2441 speed re 


ducer. The set and retract motors run 
continuously; the set motor clutch is a 
Warner Electric, clutch brake, Model 
INTERNATIONAL TRUCK (shown in top photo) with 32.000 board feet of lumber, ready to 00 
leave the Fleming Lumber Company. Shown in bottom photo are mine timbers, strapped with The retract clutch j i Rockford 
Acme Steel strapping, ready for truck shipment from the Western Slope Lbr. Co., Gypsum, Colo two disc clutch operated by a small 
iir evlinder which is actuated by a 
Olenoid air valve The dial in the 
sawyer s booth is operated b Ceneral 
Electric Co Selsvn 
mounted to the et shaft ¢ 


riade ind the ther con 


SAWYER'S box with Sel-Set control lever 





IF YOU WANT BETTER FINISH... 
LESS WASTE... MORE ACCURACY... 
HIGHER PROFITS... 


J 
MACHINES ns 
SINGLE 
SURFACER 


One of our new line 


Geared to YOUR production 22." 


$-824 will plone 24 
wide end trom 


to 8 thick 


we meanutecture tin 


K-16 ; Bo — a . hie a types of single surlocers 
aie ble ‘ 5-616 plenes 16 wide The $-620 plenes 20 
VARIETY ’ wide. The $824 plenes 24° wide and the $630 
SAW 7 plones 30° wide. The SW-824 ond the SW-830 
. ere wedge bed types 


—~ ee G-232 
2. er = HYDRAULIC 
. KNIFE 

GRINDER 


Cost iro 


The G-232 Hydrewlic knife 

ee a 

age, or hollow ind 

ee ee 

length of knife up to 32 

long. Speed of stroke: 0 te 
70 FPM 


T-20 MORTISER 


Hollow chisel type The mechines shown here ore but a few of 
w = ae to heif those monufectured in our big new modern 
inch in herd or soft 

wend, Galte tele 4 Cen te exits plent, now turning out a full line of up-to-the 
stock up to 20 ; changed to @ single a at Me er Designed to grind 
high. Will mortise borer, Handles bits series of Planers and Matchers hos achieved an occuretely and 
to center of stock from Ye" te Vs enviable reputation throughout our woodworking “ wnifermiy the 
8 wide ond to « diameter shank w j le ¢ bi meny types end 
depth of 41% Toble 3” by 6 industry e also produce pineapple teed tables, slees of encider 
Vertico! edjust tenoners, shapers, hand jointers, circular resaws . heeds, 
ment 18 Cross 
adjustment 4 45 
degrees tilt to eech 

side =a Our lerge staff of design engineers constantly 

seek newer, finer techniques ond quelity con 

trols from first conception through drafting 

ee ee ey 

ee ee ee ee 
Ds A Het grinding wheel 
belence ond smooth vibration-free operation fusnished ce ene 
Le ee ae ee spindle ond «@ 614" 
. soucer grinding wheel 
A ee ee ey on the other spindle 


from Newmen Machines PEDESTAL 


Te ee 9 TYPE 
over the toble 


G-16 HEAD GRINDER 


plener 
ee ee ond match 


heeds end pre 
planer knives and cutterheads of many types «tag lew 


MACHINE CO., INC. 
GREENSBORO, NORTH CAROLINA, U. S. A. 


JULY 1955 THE LUMBERMAN 





STANDING iL. to R 
SWANSON 
Lumber Co 


Western Slope Lbr. Co 


mton I 1 lh peed 
which the dial is connected. All valve 


ure Shradet 


reducer to 
Olenoid operated air 
alve ind the eylinders are Ledeen 
ind NoPab 

The set arm is mounted on the same 
haft as the cial but 
bearing \ 


floats” on a small 
it wets to the end of a set 
it cuts the circuit from the Sel-Set 
control handle by means of a micro 
vitch which completes the et. Thi 

thi iwyer the opportunity to 

in ze cut he desires, and is 

i great advantage in the 


wing of mine timbers 


CARRIAGES OF BOTH mills are all 


steel construction; taper knees and 


T. C. PENDER, U. S. Forest Service 
JOHN McALLISTER 
JOHN HIRZ, Western Slope. Inset 


ARNOLD HIRZ, WALTER 
EMIL ERLANDSON, Fleming 
LEONARD S. RUDER., logging supt., Fleming 


converted 

from manual ous are loaded 

onto the 
kickers 

Head rig of both mills i 


cular SaW 


carriage means of alr 
olenoid controlled 
a 60" cu 
diesel powered in the case 
of the Western Slope and steam-ele 
tric for the Fleming Lumber Co 
Power for the head-rig and Idaco 
edger at Western Slope is 
an International UD24 diesel engine 


three saw 


direct connected, Juice for the smaller 
motors around the mill iS 
vith a “¢ aterpillar 


erator set, which also provides powct 


provided 
1) kw diesel gen 
for the trimmer saws, transfer chain 
conveyors, set works, ete 


At Western Slop i Newman Model 








HRS HERCULIFT 


... DESIGNED FOR 


Call, write or wire 


Hibbard, Riley & As 


4000 S$. W. Macadam Ave. « 


Portiand, Oregon « 


LOG HANDLING 


UNLOADS TRUCKS 
RELOADS TRAILERS 
COLD DECKS LOGS 
DELIVERS LOGS TO MILL 
BULL COOKS AREA 
SPLITS LOGS 


= 
oo 


sociates, Inc. 
Phone: BR 5401 
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Personnel 

The Western Slope Lumber Co. was 
incorporated in October, 1949 It is 
owned and operated by Arnold Hirz, 
president; Walter Swanson, vice-pre 
ident and general manager; and John 
Hirz, secretary-treasurer, and sawmill 
superintendent. 

The Fleming Lumber Co., said to be 
the oldest sawmill operation in Eagle 
county, was incorporated in 1910 by 
John Fleming and A. McLeod. It has 
now been passed on to Fleming’ 
yrandson, John F. McAllister, who i 
now general manager Emil Erland 
son is sawmill superintendent, and 
Leonard 8S. Ruder is logging superin- 
tendent. 





5300 planer, to be powered with a Gen 
eral Motors 6-71 diesel engine, will be 
installed very shorth 
Mine timbers are 
Acme Steel shipped 
out via truck. The company has fou 
trucks—an International KBSF and 
GMC WB620, both with combination 
logging and lumber bunks, an Inter 
national K5 with logging bunks and 
an International K6 with flat bed 
rhere is a three-mile haul from the 
Logs are loaded with an Allis 
Chalmers HD5G fork lift tractor 
which also skids them to the landing 
At the mill the 16 ft. logs are loaded 
on the log deck with a Model LS50 
Link-Belt Speeder powered with an 
International UD9 diesel engine 


banded with 


strapping and 


woods 


The Fleming mill is powered with a 
steam engine, and the feed works is a 
Soule’ Steam Feed Works Spee-D 
Twin. They also have a shop-built re 
saw, Cunningham 3-saw edger, two 
saw end trimmer, and a Model 500 
Newman planer 

Logging equipment includes two 
Ford FS tandem trucks, one Skagit 
GU10 loader, and a new Allis-Chal 
mers HD9 tractor with a Baker hy 
draulic angle dozer 


Oregon Plywood Plant 


Is Nearer to Completion 


e William Swindells pres Willa 
mette Valley Lbr. Co Dallas. Ore 
reports satisfactory progress in the 
construction of their new plywood 
plant. The plant is being built for a 
capacity of 5 million sq. ft. per month 

It is being erected by L. H. Hoff 
man Construction Co., industrial plant 
Some of the main equip 
ment will include: Bamford-Premier 
lathe, 110” x 84”; lathe knife grinder 
116” x 90” veneer log barker, 3-saw 
panel cutoff saw for 4’ x 8’ panels 
skinner saw for 4’ wide panels; and 
one core saw all designed and sold 
by Chas. F. Bamford, Portland, Ore 
and manufactured by Premier Gear 
« Mac hine Works 

If present satisfactory progress con 
tinues, they hope to have the 
in operation in the early fall 
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builders 


plant 








Biggest Tractor News in Years... 


the Euc’ §i' 
Twin Crawler 


Here's a completely new concept of crawler tractor design 
and performance ...the new TC-12 Twin Power 















Euclid. It's designed and built to give you all the 
features you want in a tractor—more power, easy 
operation, greater workability and accessibility 

for servicing...and all power train com- 
ponents are matched, with years of ap- 
plication in earth moving equipment. 





















































SPECIFICATIONS 


total h.p.—388 h.p. at rated speed 
available for tractive effort —365 h.p. 
speeds—3 speed ranges forward and reverse 





Powered by two diesels with separate Torqmatic Drives 
for each track, the TC-12 has 365 h.p. available for tractive 












to 8.3 mph effort—a smooth steady flow of power to meet any job require- 
drawber pull (bare tractor) — ment. There's no master clutch and no manual gear shifting ... the 
forward and reverse 54,000 Ibs. low range 
53,500 Ibs. intermediate Operator simply moves a lever to select one of three speed ranges— 
53,000 ibs. high range forward and reverse—for travel speeds up to 8.3 m.p.h. Maximum 
track width (standard shoe) 26” 


drawbar pull is equal to, or greater than, the weight of the tractor 


track 110” 
Seat EF + ’ and any attachments. 
everall width 14 
overall length 16 . Each half of the tractor is separate and free to oscillate on a single 
height (excluding stocks 7 : 
ot Geneiedian cadet , transverse shaft. This gives the TC-12 maximum stability and traction 
drawber height 23 9 Y 
ground cleerance 20” on rough ground. The tractor can be easily separated into two halves 
operating weight (bare) approx. 58,000 Ibs. for shipment when necessary, 


Never before so much workability! 


EUCLID DIVISION Genera morons corporation, Cleveland 17, Ohio 


Euclid Equipment 


MOVING EARTH, ROCK, COAL AND ORE 








Safety Awards 


ras upon wr h the 
Fir Logging: Over 250,000 men hours 
Frequency 
Rate 
Neyernhaeuser mbe 
on 1—-Moaus 22.04 
Best yeor cur tive { er 
certificate 
noquaimie F Vast 42.21 
Fir Logging: Under 25,000 Mon Hours 
jivision (1954 ploque 18.70 
Best ear j tive ? y 
i otineehiinate 19.84 
PLAQUE AWARD WINNERS. Front row, from L.: R. P. MILLER, The Long-Bell Lbr. Co Long Pine Logging: Over 250,000 man hours 
view, Wash. CHARLES PREPPERNAU Weyerhaeuser Tbr. Co Springfic id. Ore.: ED CROSBY Edw f Hine wr , 
Columbia Basin Loggers, receiving plaque for DOROTHY SHANE, C. D. Johnson Lbr. Corp Best 
Toledo, Ore.; PAUL LEROY, WTCo, Vail, Wash.; ARTHUR BENSON, WTCo, Snoqualmie Falls Edward Hine umbe f 
Wash. Back row, from L.: M. H. FELL, Edw. Hines Lbr. Co.. Himes. Ore: C. R. RUSTEMEYER ysa Pine tificate 
Stave Lake Cedar, Ltd., Dewdney, 8. C.: E. H. ROLES. WTCo Longview, Wash.: R. S. BARRETT Pine Logging , Vader 250,000 mon Geese 


» Pine ’ 154 ri 38.77 


33.80 


Cascade Lbr. Co., Yakima, Wash.; CEORCE CROPPER, Rayonier, Inc., Shelton, Wash.: V. C if ye 54 5 52.98 
GAULT, Crown Zellerbach Corp.; EDELL BRYANT, Youngs Bay Lbr. Co., Roseburg, Ore . A = wenteng_ ste log 9 


Certificate ee 
Sawmill Operations: Over 750,000 man 

hours 

e0rgia Pacift 454 } 3.31 

Best ve uy t f rT 

Edward Hine umber Ponde 

Sowmill deoleiions 250 000 ~ 150 000 aie 
How to Help the Small Operator *mrtens 08" " "0 
River Branch 154 plaque 
eveit veuser Timbe 


is discussed by western safety engineers aves Seana, Costitions 


Sawmill Operations Under 250,000 mon 


convening at Victoria, British Columbia in See Geotint, 


tave yke 54 5 
Best yeor cumu 
Youngs 8 yy Lumber 
burg, Ore. Certificate 
Pulp and Paper Operetions 
SAFETY FORK THE small operators expansion are new railroad construc Ray ars neorporatec 
ind the government's role in accident tion rural electrification steel mill Best 808 mulat 
prevention programs were highlights construction and highway building Ante tg Zellert 
Cert te 


tions 


Wast 
ot the ‘ist annual Forest Products Human enterprise was singled out Plywood Opera 
Satety Conterence The meeting at iS Managements price less asset by the Weyerhaeuser Timber 


Was ‘fF 
tracted 260 registered delegates to Reverend William Hills, Cadboro Bay a vd acme 


Victoria, B. C. on June 2, 3 and 4 Victoria, B. ¢ He emphasized that Weyerhaeuser 

Chairman ¢ K. Rustemeyer, Can the human factor in safety is most im eB. A. 

idian Forest Products, Ltd., Vancou portant and that more value should be n frequency r 

er, BB, ¢ pre ided over the session placed on persons rather than on ma —_ 
At the opening session, Honorable terial thing The answer to “What 

Lyle Wicks, Minister of Labour, B. ¢ do you think of Man” determines the 


gave an optimistic preview of indu poli y of management Because in 





trial expansion in Canada particulars dustry’s labor force comes from homes 
ly the forest products industry. An a the younger generation must come 
companying population increase also from a proper environment, one which 


is expected, Factors in the predicted does not breed disturbed personalities 


NEW OFFICERS ‘Top Left), from L.: Secr. CEORCE W. NORRIS McGILL, Crown Zellerbach of Canada; CHARLES HOUSTON, Weyer 
B.C. Lbr. Mfrs. Assoc., Vancouver, 8. C.; Chrm. ROBERT P. MILLER haeuser Tbr. Co., Klamath Falls, Ore.; R. S. BARRETT, Cascade Lbr 
The Long-Bell Lbr. Co., Longview, Wash.; Vice-chrm. PAUL LEROY Co., Yakima, Wash.; PAT REITEN, Simpson Tbr. Co., Shelton, Wash 
Weyerhaeuser Thr. Co. Vail, Wash.; Statistician M. H. FELL, Edw BRUCE LOW, Powell River Co., Vancouver, B. C. Opening session (at 
Hines Lbr. Co., Hines, Ore. Not in picture, Treas. CEORCE A. METZ right) are, from L.: Hon. LYLE WICKS, Minister of Labour, B. C 
GER, Will. Valley Lumber Operators’ Assoc., Eugene, Ore. Shown at Rev. WILLIAM HILLS, Victoria, 8. C.; Chrm. C. R. RUSTEMEYER 
bottom left is Executive Committee-At-Large, from L.: STEWART Canad. For. Prod, Vanec.; Mayor C. L. HARRISON, Victoria 


me 4 
ives 















HELP FOR THE SMALL Operator. L. to R.: LOUIS L. POSEY, The Dia ACCIDENT Prevention. L. to R.: A. FRANCIS, Work. Comp. Bd., J 


mond Match Co., Cusick, Wash.; moderator R. J. McBREEN, The Dia McBRIDE, Work. Comp. Bd., Alberta; W. CALLAHAN, Ore. Ind. Acc 
mond Match Co., Spokane, Wash.; J. E. HALL, logging contractor Comm.: moderator ED SORGER, Wash. Labor G Ind. Dept.; G 
Elk River, Idaho: KENNETH NEILS, J. Neils Lbr.. Co.. Libby, Mont SHERMAN. Cal. Div. of Safe.: E. REEVES. Lbr. Safe. Assoc., Toronto 








1955-56 Officers and Executive 
Committee 


Chairman: Robert P 
pong -Be Lumbe Co Longview 
Wa I 
Vice-Chairman: Paul LeRoy, Weye 
haeuser Timber ¢ Vail, Wash 
Secretaary: George W. Norris, B. ¢ 
Lumber Manufacture Assoc Var 
couver, B. ¢ 

Treasurer: George A. Metzger, W 
lamette« Vall dLumber Operat i 
\ Tr Kugene Ore 

Statistician: M. H. F« Eward Hine 
Lbr. ¢ Hine Ore 








Executive Committee Members at 
Large: lat Reiten, Simpson Timbs 
Co., Shelton, Wash.; Richard S. Ba 
rett Cascade Lb Co., Yakin 4 
Wasl Charl. Houston, Weyer 
haeuser Thi Co., Klamattl Fa 
Ore.; Bruce Low, Powell River C« 
Ltd., Vancouver, B. C.; Stewart M 
G Crown Zellerbach of Canada 


The Loh eeting will be held 





DISCUSSING THE SUPERVISOR'S 


responsibility for training Ralph 


Kluckner, B. ¢ Electric, Vancouver 
B. ¢ tated that because a supervisor 
directs activities of other peopl he j 
part ot thre management team “The 
husnar et tha nl nie vhich can 


increase it lue by its own effort 
ind “Ie idership is known by the per 
raalitic it enrich vere two axiom 
laid down by Kluckner 


pp! 17et VorTe 
e Training goes on at all times, con 
wou ! other ‘ 
e Attitudes are formed on the job 
. | ne ¢ t iV | it it 1 ré 


e We must deal with the whole man 
mot mist i part of him 
@ Training need hould include ife 
roduction record 
rrievanee ittituce et 
raining in hools of higher lean 
reviewed by Professor |. Ket 








Presiding Color Cues 
C. R. RUSTEMEYER N. H. SMITH 
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za™ 




























































































EQUIP. DISPLAY Rep's. Front row, L. to R.: RALPH FULLER, Safety Supply Co., Victoria; JAMES 
ROUGHTON, B. C. Loggers Asso.; S$. H. MARSHALL, Am. Optical Co.; HARRY LEWIS, Mine 
Safety Appliance Co. of Canada, Vanc. Standing in rear: HANK BRODY, Dayton Shoe Mig. Co 
Vancouver; BILL TURNER, J. Lecki Co., Ltd., Vancouver; STANLEY STEWART, Fleck Bros. Ltd 
Vancouver; PHILIP DILL, Dill Poster Service, Vancouver; C. W. BROOM, Bausch G Lomb, Port 
land, Ore.; HARRY WILLIAMSON, Heads Shoe Co., Vanc.; RUSSEL A. POHL, Mine Safety Ap 
p'iance Co., Calgary; R. E. HILL, Workmen's Compensation Bd., Vanc.; R. H. BEERLING, Safety 
Supply Co., Victoria; ERNIE STUART, Fleck Bros., Ltd, Vancouver; GEORGE ROBERTSON 
Foremen’s Institute, Div. of Vision, Inc., Deep River, Conn.; STEVE WATSON, Am. Optical Co 








































































neth Pearce College of Forestry High school graduate who wish to 



















Univ. of Wash., Seattle, Wash. and enter the forest product industry are 
Jack MeCread Nanaimo Trade eligible; a full character investigation 
School, Nanaimo, B. ¢ is mac About 45 attend school at 
Pearce stated that a recent study of one time and are domiciled while in 
U of W logging engineering graduate ittendance Consideration i being 
indicated that 87 percent remained in given to the advisability of training 
forestry work About 24 percent had rigging men and ordinary logger 
policy making job vhile 34 percent A six-man panel discussed govern 
were engineet on the job vith in ment accident prevention program 
fluence on safety practice These included: moderator Ed Sorges 
Dept. of Labor & Industries, Olympia 
A LOGGING SAFETY course was ¢ Wash A. Francis, Workmen's Com 
tablished at the U of W in 1946, not pensation Board, Vancouver, B. ¢ | 
to train safety engineers but to devel McBride Workmen's ¢ ompensation 
op at ittitude of safety Guest le Board, Edmonton, Alberta; W A. Cal 
turers from various companies inpre lahan. Oregon State Industrial Acci 
tudent with the basic element of dent Commission, Salem, Ore | H 
safety program Forest Products ma Reeves, Lumbermen’s Safety Associa 
jor receive emphasi on sawmill tion. Toronto. Ontario: George Sher 
safety man, Di of Industrial Safet San 
Although — the Nanaimo Trade Francisco. Calif 
School was started in 1945 for power Sorger outlined the accident record 





























iw operator it is now training diesel in Washington pointing out thie 4 
mechanics said McCready The logging fatalities in 1954. There ha 
chool has trained some 300 faller been a slight decrease in frequencis 

ine of whom have had an accident He was not innpre ‘ 


1 with fre Cyiiene 












Good Business Discussion Employment Developments 


W.N. COX, JR PAUL LEROY F. J. HILL JOHN WAHL 
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SAFETY WEEK. From L.: W. M. ALLISON 
6B C. Lbr. Mfrs. Assoc., Vancouver: C. R 
RUSTEMEYER. Canad. For. Prod.. Vancouver 


Sore 
eight 
who follow trucks 
Cooperation with pri 
Other 
the department invclucte 
i month! ifet 


i i true measure of accident 
tated that hi 


logging Inspec tor 


cle partie nt has 


into the wood 
ite firms has been excellent 
media used b 
public ition and var 


ious educational services 


CALLAHAN BELIEVED THAT a 
tate agen has an educational re 
spon ibilit but that thi must be 
backed up 
ing the Ores 


vith enforcement. Keview 


ron Workmen 


§ COMpetisa 





Hoot Owl Luncheon 


i hve annua eariy riser noot 
incheon was m.c.’d by bull ow 
ert I’. Miller, The Long-Be Lbe 
Longview, Wasl 
The Cussior brought out 
and safet 
most plant 
machines are 
vention 
Washington cor 
empio 
mt then ii 
logging at pre 
carbon tetrachioride is di 
wed for fire upre ion In it 
‘ tox. con pound 
etrachloroform and salt 
(the cost more put are 
used mv paringly than liquids) 
“What top management doing to 
promote itet " js the theme of 
regular meetings being held under 
the por ! hip of Pacific NW Log 
rey ‘ Wash 
irried on down to the 
one firm 


with achoo 


eattle 








tion law, which can be re jected by in 
who wish to carry 
stated that 
90 percent of all hazard 
Os emplo ment in the tite ire oun 
der the act 

Ot these one 


perience t iting 


dividual employers 
their own insurance he 
13.000 firms 


14.000 have an ex 
ud about SO percent 
have obtained a 50 percent reduction 
which probably is due to 
13,000 could 


have an ¢ xperience rating but do not 


in base rate 


a safety program, Some 


h ive on 
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SAFETY AS IT Affects the Student. Fr. L 
ED SORCER, Dept. of Labor & Ind. Wash 
Miss BETTY MEYERS, Stevenson, Wash. H. S 


Sherman pointed out accomplish 
In 1954 trequen 


cy had decreased 30 percent ove 


ments in California 


1953, despite an increase in man hours 
oft exposure The Division has had 
ome 14 Active 
vork with the forest products industry 
began in 1950, when 10 full-time men 
began visiting plants and making in 
The California Accident 
Prevention Committee, an organiza 


years of experience 


spec tions 


tion of employ ers, has carried on most 
oft the 
gram, which has lowered accidents 
from the industry's top-of -the-list 
bad record in 1949 


actual follow-up action pro 


FRANCIS REPORTED THAT su 
cess of the program in B. ¢ is evi 
denced in increased demand for serv 

The Workmen's Compensation 
Act of 1955 made the individual em 
ployer responsible for accident The 
code was changed in 1916, recogniz 
inne the emplo ers responsibilit nh ae 
Section 5S now 


Inspection 


cident prevention 
provide ; for satet ind ed 
neational work 

stated that the Ontario Pro 
vince’s basic act provides for Indus 
trial Safety Associations 


vranted charters 


Keeves 


whic h ire 
I ight ire now oF 
ganized. These associations are finan 
ced by member companies and devel 
op wecident 


prevention measures 


They have educational, not polic ng 
powels 

McBride reported that an Accident 
Prevention Division was established in 
Alberta in 1929 


top thanagement, organize safety com 


Its ipprou h is to sell 


mnittees and provic job inspection 
Schools are held 2 or 3 times yearly for 
the lumber industry. Nineteen first aid 
Educa 


tional work is also carried on with 


classes were held last year 


visual materials 

Safety Week in British Columbia 
has been i STICOCUSS reported W M 
Allison, B. C. Lumber Manufacturers 
Asson Vancouver, B. ¢ First held 
five years ago as a member activity 
He displayed 
the bulletin board posters used in the 


it now is industry-wide 


week-long program and listed bumper 
signs, payroll inserts, calendars, letters 
to ¢ mploye cs 


homes, ete as other 
helpful devices. Association « xpense is 
ibout $2000 vearly, but considerabl 
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REHABILITATION. From L.: R. P. MILLER 
ELMER KENNEDY, Wash. Rehab. Center, Se 
attle: Dr. J. NADEN. Work. Comp. Bd., Vanc 


TRAINING IN SCHOOLS of Higher Learning 
From L.: JACK McCREADY, Nanaimo Trade 
School, B. C.: RALPH KLUCKNER, Supt. of 
Training, B. C. Electric, Vane Prof. J 
KENNETH PEARCE U. of Wash. Seattle 


ANNUAL BANQUET—June 3. From L.: JE 
TRAINER, Firestone Tire & Rubber Co 
Akron, Ohio: OTIS D. HALLIN, C-Z of Can 
ada, Vanc Chairman C. R. RUSTEMEYER 


cooperation I received from merch 
ints et The frequen record rcyse 
dives curing Satety Weel ind sta 


down for a long time afterward 


HOW TO HELP the Small Opn rator 
was discussed by the following 
moderator R. |. McBreen, The Dia 
mond Match Co., Spokane, Wash 
Louis L. Posey, The Diamond Match 
Co Cusick Wash Kenneth Ne ils 
J. Neils Lbr. Co., Libby Mont., |. I 
Hall, Logging Contractor, Elk River 
Idaho 

MeBreen empha ized that the mall 


operator is here to sta ind must be 


4 panel 


included in safety planning. Larger 


companies should act a hi 


spoke 


man when industry-wide attach ure 
made by do-gooders who do not il 


wavs efforts 
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LOGGER VERNON CHRISTIANSON of Oak Harbor, Wash., 
converted this Carco Standard arch on the job from crawler 
tracks to rubber tires. On this show, distances from stumps to 
landing are long. Faster return trips of rubber-tired arches 
speed up production. 


AOE ee faster Irips SWING LOGGERS 
—aeerse == § §—TO CARCO RUBBER-TIRED ARCHES 


rHIS IS THE FIRST rubber-tired Carco arch 
to be used in the woods. It has been operating 
continuously for seven years in Oregon. The 


performance of this pioneer and other early In THE WOODS, more and more loggers are swinging to Carco 
Carco rubber-tired arches stimulated the swing rubber-tired arches, Sound reasons underlie this basic change to 
to pacumnsn tires pneumatic tires: 


1 Rubber-tired arches are lighter and roll easier. This results in 
faster return trips... especially on up-bill hauls, 

2 The cubioning effect of rubber tires reduces jolts and jerks to 
the arch, winch and tractor and minimizes rigging breakage. 

3 Maintenance cost on rubber-tired wheels is low. 


A full line of Carco rubber-tired arches is 
now available to loggers everywhere 
fin this includes the Standard, Light and Junior 
C ‘ Faxbs i arches and the Carco log cart. Each Carco 
21 ui Bie arch balances with its matching tractor . . . 
Let) at permitting maximum loads and the use of 
RUBBER-TIRED CARCO Standard arch on | full tractor power without loss of traction or 
St. Helens tree farm, near Castle Rock, Wash., undue strain to either arch or tractor. Arches 
of the Weyerhaeuser Timber Co. Dense timber equipped with crawler wheels can easily be 
stand and hilly terrain show unusual maneu converted in the field to rubber tires. See 
verability of Carco rubber-tired arches oe ; 

: your nearest Carco dealer and he will help 
you order axles and wheels for the model 
you want to change . . . and see him, too, for 
the new Carco arches and winches you need 
on your show. Paciric CAR AND FOUNDRY 
COMPANY, Renton, Washington, and Frank- Send for your copy of neu 


lin Park, Illinois. brochure on Carco logging 
arches for all tractors. 


- 


pa) irr ct WINCHES and ARCHES 


PACIFIC C41 SPD 
FOUR COL TORY, 
CARCO RUBBER-TIRED Standard arch yard x . FOR ALL 
ing redwood for the Union Lumber Co., near : 
Fort Bragg, Calif. Experience shows mainte LOGGING TRACTORS 
nance costs on rubber-tired wheels are prac 
tically nil 











made by the forest products indust: 
to unprove its weed 

Posey defined the small operator as 
one employing 50 men or less. A way 
must he insurance 
costs. The small operator never asks 
for help, but is a drag on insurance 
rates and doesn't understand his im 
pact on these Posey suggested com 
panies going directly to the small op 
erator by writing a form letter offer 
Wig hue Ip approac hing him as an equal 
and helping him with safety commit 
tees po ters 


found to lower 


conferences, et 

Neils pointed out how his firm ha 
he Iped the through 
development of new logging aids (now 
wide ly adopte d 


small operator 


a shop providing for 
repair and maintenance of equipment 
operator training, which standardizes 
job preformance by spelling it out: its 
contract vith 20 contractors, which 
have a clause permitting cancellation 
if safety practices are violated 

Men working for the company are 
endoctrinated with safety thinking 
md when they become independent 
operators this philosophy is carried out 
in their operations 


NEILS STRESSED THE fact that the 
medium of printed instructions is the 
greatest aid that can be given the 
small operator by the large operator 
Technical assistance or how-to-do-it 
help is needed. There is no direct 
monetary return—only lower insurances 


rates 





You Can Afford Safety 


peaker J. kK. Trainer, The 
Firestone Tire and Rubber Co 
Ohio, stated that “If you can't afford 
afet ou can’t afford to be in bus 
ine 


Banque { 


“Top management must demand 


efficiency 

losing a 
life j safety is a team project. You 
must be enthusiastic to sell safety 
Safety can’t be demanded, it must be 
desired,” said Trainer 


safety, because it increases 
aving lives isn’t news, but 





Hall suggested that large operators 
make available safety engineers, show 
the small operator the financial re 
wards in safe performance, have the 
large company inspect equipment reg 
ularly and have the contracting com 
systems. He urged 
wccess roads of a safe nature and pet 


pany lise oOuraue 


inanent log dumps 

Satety should be practiced because 
its good business, not because of hu 
manitarian of public relations consid 
erations, said W. N. Cox, |r., Georgia 
Institute of Pechnology Atlanta, Ga 
Make a thorough study. Work with 
individual employees tinhons spec ial 
ists Seek a solution based on facts 
Start in the home, with the younger 
See problems before they 


bn Come Cmerwencies 


generation 
La adership cle 
velops from “know-how” men. Re 
search will be needed to cope with 
new equipment new peopl new 


icle is 
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Essay Winner 

Miss Betty Meyers, Stevenson High 
School, Stevenson, Wash., was a wir 
ner in an essay writing contest spon 
sored by the Dept. of Labor & Indus 
tries. The prize-winning essay wa 
read at the Conference, 

Miss Stevens, stressing the fact that 
adventure is more thrilling than se 
curity, emphasized that faith, action 
and tolerance are needed in an effec 
tive safety program 
logical thinking (aided by signs, pos 
ters, and forceful slogans); acting 
safely and sanely; talking safely, be 
cause dangerous words lead to danger 


ou act 





REHABILITATION OR GETTING- 
the-man-back-to-work problems were 
reviewed by moderator Kobert P. Mil 
ler, The Long-Bell Lbr. Co., Long 
view, Wash.; Ur. J. K. Naden, Work 
mens Compensation Board 
ver, B. ¢ Elmer Kennedy 
ton Kehabilitation 
Wash 

Naden stated that there is an in 
creasing problem in getting men back 
to work because of favorable compen 


Vancou 
Washing 


(Center Seattle 


sation payments and related factors 
The degree of disability has little to 
do with successful rehabilitation—how 
the man has been handled is the big 
vest factor. Men not seriously hurt are 
the biggest ce velop 
mental attitudes, 

Medical directors can be blamed in 
part for lack of drive to get workers 
back to work. Many have an indif 
ferent attitude. In B. C. both a physi 
cal rehabilitation program and an o« 
cupational placement service is pro 
vided. The problem is to have every 
one cooperate in getting the worker 
back on the job 

Kennedy thought that in Washing 
ton the forest products industry is 
probably doing the best job of getting 
injured workers back on the job. The 
Seattle center was started in 1948. It 
is one of 3 west of the Rockies. It 
works on CusecsS whi h are ambulatory 
all hand cases, with 
single amputation of leg or arm rhe 
workmen pay half the cost of medical 
aid, Average cost pet day is $8 plus 
$4 dollars for room and board for out 
ot towners 


proble m—they 


SIX hours a day 


Che rehabilitation process involves 
phy sical treatment, occupational ther 
placement and 
Sixty to 70 percent 


apy and vocational 
COUTTS ling service 
of the cases are self-reliant men. Bet 
ter placement service is needed for 
Kennedy 


urged more attention to the old timer 


above the knee amputees 


ind getting a man gomg be fore he be 
COTMECS discouraged The center does 
its best work on the 25 percent of dis 
ibled workers who have a serious phy 
sical disability, plus a psychological 
problem 

Color provides safety, reported N 
H. Smith, Canadian Pittsburg Indus 
tries, Ltd., Toronto, Canada. Eve rest 
is important to worker efficiency. Good 


THE LUMBERMAN 


She urged: ciear, 


color contrasts are helpful in minimiz 
ing eye strain. 


SMITH MADE THESE color cue rec 

ommendations, showing a film on col 

or dynamics to illustrate the points 

e High visibility colors: yellow and 
black 

© Red for fire fighting equipment 

@ Orange for switch boxes. Inside of 

so that the door, 
when open, shows up 

e White and green for first aid boxes 

e Aluminum for building 
with high heat areas 

® Flat paint for glare areas 

e Avoid 3 color distractions 

e Use vreen glass 
causes trouble 

e Avoid drab atmospheres—they cre 

ate dull workers 


Good for equipment 


the door orange 


interiors 


where sunlight 


e Use pastel green or blue green as 
background color for interiors, with 
with some soft vellow inte rspe rsed 


Mark aisles on floors 


THE NEED FOR SC entific nanage 
ment of workers and jobs was pointed 
out by Floyd J. Hill, Employment Se 
curity, Dept., Port Angeles, Wash. He 
analyzed the forms used to match 
workers with jobs and asked that em 
ployers cooperate with the department 





Things to Come 


The Washington Institute of Forest 
Products, Seattle, Wash., has complet 
ed a study of some 5000 accidents in 
the forest products industry. The re 
sults will be released in a bulletin to 
be published this summe: 


A new colored motion picture, made 
by the B. C. Lumber Manufacturers’ 
Association, will treat the subiect of 
Sawmill Safety. To be released later 
this year, it will show correct job 
methods, 





in furnishing complete 
tions. 

Logging manager John Wahl, Wey 
erhaeuser Timber Co., Tacoma, 
Wash., traced the development of 
safety programs in the logging indus 
try. He believed that rigging slingers 
probably should be on the manage 
ment team, because they are directly 
Wahl felt 
that first aid courses should be cut 
down in length to treatment of bleed 
ing, shock and use of artificial respira 
tion 


job spec ifica 


responsible for accidents 


Correction 


© The 16 opening hot press installed 
at the plywood plant of the Sooke 
Lake Lumber Co., Esquimalt, B.¢ 
and illustrated in the May issue of 
rHE LI MBERMAN should Cur 
rectly have been identified as a 
Fiellman-American hot 
was manufactured by 
American, Inc., Joliet 


press It 
Fjellman 
Illinois 
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The World's Toughest Truck gets a re est along not 


é ncommon; and there's S$ « meadow and 
the Canadian border in Northern Idaho, where it is off highway roads betwee logging te and the 
er ramp. The average loa r this Reo V-#, Model 


s 10,650 board feet nore than ar other truck 
> 


ob! Reo's bigger load ean greater profit 


100,000 MILE WARRANTY 01 al) Reo Gold Comet Engines! 


That’s your assurance that—pound for pound—Reo offers you 


the greatest staying power, the greatest earning power for medium 
or heavy duty hauling. Both the Gold Comet Sixes (107 to 160 
H.P.) and the Gold Comet V-8’s (195 or 220 H.P.)—gas or LPG 

are available in rugged Reo chassis engineered to your job 
Get all the Reo facts before you buy your next truck 


REO MOTORS, INC. 
MT cinanae ae moat come WORLD'S TOUGHEST TRUCK 


j 
‘ 








Reo Motors, Inc., Lansing 20, Mich. © Toronto, Ontario 


TRUCKS, BUSES AND GOLD COMET ENGINES FOR ORIGINAL EQUIPMENT, INDUSTRIAL AND REPLACEMENT USES 
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W. Red Cedar Men Hold and trade shows. Frank Pendleton 


; : research committee chairman. and 
First Annual Session John MeCrory, finance committe 
chairman, reviewed their committees 

RK. M. INGRAM was re elected presi progress during the vear 
dent of the Western Red Cedar Lum leatured speaker at the Banquet 
ber Association at the organization vas George S. Allen, Dean of the 
first annual meeting in Vancouver School of Forestry at the University 
B. ¢ Secretary-Mgr. Arthur |. Ells of British Columbia. Dean Allen 
worth pres nted the Association's first 
Annual Report which detailed a erm red cedar along the western coast 
complishments of the organization of B. C. is sufficient to supply manu 
William Hulbert, Jr., trade promo facturers for the next 100 years, and 
tion committee chairman reviewed the supply ot western red cedar 
the the progress of the committee dur the 


stated that the supply of virgin west 


ith 
Canadian interior would supply 
ing the year in the advertising of for 


100 years, based upon present day 
western red cedar siding through manufacturing volumes 
direct mail, publication advertising rhe re-elected officers of the Asso 


62” Heavy Duty Band 
Mill cay 


@ Rugged... Massive 
®@ Double-Column Type 


@ Slab and Saw Logs 
Up to 50” Diameter 


Costs No More 


Than Ordinary 
54° Band Mills 





Big Capacity... 


McDonough 62° Heavy Duty Band Mill 


... gives you maximum production at lowest cost 


Ultra sensitive knife edge saw strain on 10’, 16 gauge saw 
is controlled by convenient hand wheel on sawyer’s side. 
Large diameter wheel shafts and Timken wheel bearings 
insure high speed, trouble free production. 

It’s easy to convert to a McDonough Band Mill using 
the circular saw husk for the carriage drive. Simple conver- 
sion plans are available 


Ask your McDonough Dealer or write direct TODAY. 


Genuine 
McDonough Mc DONOUGH World's Largest 
Drop Forged 


Steel Dogs end MANUFACTURING CO. Producer of 
9 Goes ton 1502 GALLOWAY Band Resaws 
EAU CLAIRE, WISCONSIN 
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ciation are .. M. Ingram, E. ( 
Miller Cedar Lbr Co Aberdeen 
Wash., pres.; Don Johnston, Flavell 
Cedar Ltd., Port Moody, B. ¢ Vice 
pres.; John McCrory, Seattle Cedar 
Lbr. Mfz. Co.. Seattle Wash... trea 
and Arthur I. Ellsworth, Seattle se 
retary-manader 


They Chip in The Woods 


(Continued from page 56) 
which will also drive an electric gen 
erator providing power for all auxi 
liaries, including teed table and chi 
belt. A built-in system will automa.i 
cally cut off power to the electric feed 
motor when the prime power unl 
slows down below a certain speed 

Thus the chipper motor does not 
engage the log and the ci sel engine 
comes back up to speed The current 
then automatically flows to feed motor 
which advances the log to the « hippe I 
This feature, along with higher net 
power from the die el engine, is ex 
pe ted to appre iably increase both 
volume and efficiency of the portable 
chipping unit 


EXPERIENCE INDICATES a hall 
mile as suitable maximum skidding 
distance, each turn averaging about 9 
logs and containing | to |'2 cords of 
wood Barnes considers maximum 
length of economical chip hauling by 
truck to be around 50 miles. For haul: 
of 20 to 30 miles he finds a hauling 
fleet of four | l-unit Page semi-trailers 
and two 200 hp Clummims powered 
Autocars adequate to handle produc 
tion from one portable chipper 

A load of chips arriving at the board 
plant backs onto unloading tructure 
the truck is disconnected from semi 
trailer and the front end of trailer j 
lifted vertically by a hoist so the chip 
load discharges by gravity. The lifting 
mechanism is an electric driven hoist 
spanning the unloading area, similar 
to conventional bridge crane issem 
blies except that it ride free” on the 
end support members 

Lodgepole pine stands in this region 
vary, but some have volumes as high 
as 30 cords per acre, ( hipper settings 
will be from “4 mile to ‘2 mile apart 
Comple te moves, trom chipping to 
chipping have alread) been reduced 
to five hours. With more experience 
this can be reduced to t's hours 

\ W Moltke Vice pre ident of 
Oregon Fibre Products Co. and Pilot 
Rock Lumber Co., visualized this uti 
lization of “weed species wood as an 
inportant conservation element made 
possible by the large board mill which 
inaugurated production last year 
(THE LUMBERMAN, May 1954 
As a result of Barnes’ success in plone 
ering the chipping of lodgepole with 
portable chippers, and the exceptional 
results obtained in manufacturing 
board from these chips Moltke fore 
sees Coutiniue d ‘ \pansion ot lode pol 
chips to the pomt wv here thi pec 
will account for two-thirds of hi 
board plant's raw-product wood, The 
other third, in this case vould be 


lumber by product won 
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“WE GET LOW-COST INSURANCE 
AGAINST BLUE STAIN WITH 


OU PONT LiG@ASA 


Mr. Bradenthaler reports, “Since we have used 


‘Lignasan’ in our dip tank 
blue stain has been no problem.”’ 





Untreated pine boards showing the 


effect of attack by blue-stain fungus boards remained clear and bright 


NEW 2-lb. package 
eliminates waste, simplifies 


mixing and measuring. 


For stain control 
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Treated with “Lignasan.” these 


@” 


Says ANTHONY BRADENTHALER, Mgr. 


Burnt River Lumber Co., Baker, Oregon 


“ ‘Lignasan’ fungicide has proved satis- 
factory, and our least expensive insurance 
in producing quality lumber. We have 
used ‘Lignasan’ for many years to keep 
our pine lumber clear and bright. Since 
we've used ‘Lignasan,’ we have encoun- 


tered no blue stain in freshly cut lumber.”’ 


“Lignasan’’ prevents blue-stain attack 


“Lignasan”’ fungicide keeps either hard 
It’s 


concentrated, gives unusual effectiveness 


woods or softwoods clear and bright. 


at low cost... now available in 2-lb. bags 
for handy unit measure 


‘“Melsan’’ controls stain and mold 


Even under unfavorable drying condi 
“Melsan”’ 


both stain-causing organisms 


tions, Du Pont fungicide stops 
even in 
areas of high temperature and humidity 


“Melsan”’ 


" 
Lignasan. 


All-purpose costs only slightly 


more than “ 
+ . > 
Always compare treatment costs on the 


You'll see 


that Du Pont stain preventives are eco- 


basis of cost per 1000 b.m_f. 


nomical as well as efficient. 


#46 v5 par OFF 
BETTER THINGS FOR BETTER LIVING 
.. THROUGH CHEMISTRY 


“and MELSAN® 


For stain and mold 





Sawmill Worker Tells on the immediate job to be done. Th 


‘ foreman probabl hope the vill 

How Production Is Cut both quit the ml re aad he de nt 
fire them ji vat he ill ha 

Editor's Note The following con replace them 

ment from a sawmill worker wa 

received in the editor’s mail It re 

flects another phase of employee re 


) perso! 4 ider 
nature ind in a hort time 
through the same routine. If he 


coax trom hi orkers the willing 
lations, with which management must 


| ‘ ( lishm 
he concerned nad ti ‘ | rf il ict yinipoil meg 


he would acce lish 
AS A MEMBER OF a sawmill crev came to do and \ 
| am interested in what causes some to do 
men to be “bottlenecks and to go There are man iderhand 
out of their way to disrupt the flow ed ituations exi r between the 
Of lumber workers that the fo } nd owner 
One worker ji my mt thinking do not know abo or perhaps have 
“Am | going to be fired? vhile an heard only on id here is a pra 
other is thinking “This mill can’t be tical joker whe 0 hold back un 
operated ithout me! Both men are til he has a re ly of lumber 
detrimental to production because then pour it on o see if the man at 
neither is thinking and concentrating the next machine can handle it. The 


HOTTEST THING 


ON THE MARKET! 


WHELAND NO. 55 AUTOMATIC 
ELECTRIC SHIFT 


TRIMMER — 


guaranteed 
accurate 
to within 


.156 inch 


Right Hand Automatic Electric Shift Trimmer. (Left Hand 
Models also available.) Standard Models trim in multiples of 
2 teet. Can be turnished to trim in multiples of | foot on 
special order. (Also furnished for one man manual operation. ) 


PUSH THE BUTTON—THE TRIMMER SHIFTS ITSELF 
AS EASY TO OPERATE AS YOUR RADIO 


@® Far More Accurate Than Any Mechanical Shift Involving 
The Human Element @ Sturdy @ All Iron and Steel Construc 
tion @ Ball Bearings On All Shafts @ Saws Quickly and 
Easily Shifted. 


Write For Bulletin 


THE WHELAND COMPANY 


CHATTANOOGA, TENNESSEE PHONE 5-318! 


MANUFACTURERS OF COMPLETE SAWMILLS AND AUXILIARY MACHINERY 
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man receiving the lumber is so 
swamped that he rushes the limber 
through, giving little heed to grade 
or qualit trying desperately to 
Keep up vith production 

Meanwhile the perpetrator laugh 
it him, which is much more upsetting 
than the actual rush of work The 
immediate man above bawled him 
out because he Va holding up his 
machine In hurrying he also got in 
the way of a hea can vhich broke 
a few bone ind | other in 
juries, a needle 0 0 the compan 
ind to the man 

In many instance ner vho have 
little actual knowhow we favored 
by a boss foreman over those of 
more experience simply because the 
ire clever enough to “pass the buck 
and understand how to pl iy up to the 
boss 

It is the mill owner re sponsibility 
to have a working acquaintance with 
his foremen and his employees | 
know of one case where an employee 
met the owner of the mill on a street 
spoke, and the owner comple tely ig 
nored him The employee was em 
barrassed and angry. That one littl 
rebuff undoubtedly cost the mill 
thousands of board feet of lumber of 
sacrificed grade All it would have 
cost the owner was a polite “good 
morning and the worker would 
have been satisfied 

It is important for the owner. or 
management, to make employees in 
the mill feel they are needed and 
important to the well-being of the 
company but at the same time keep 
ing the relationship impersonal | 
believe there should be as much ef 
fort used in good-will owner-emplovee 
relation hip is there is mone spent 


on costly equipime nt 


Lake States Outlook Bright 


© Spe akers at the recent meeting of 
some 150 Lake States lumbermen at 
Land o'Lakes, Wis said that the 
mildly optimist predictions made at 
the February meeting have been 
largely achieved 4. Ek. Swanke re 
viewed the lumber situation: Charl 
Close. veneer and plywood W \ 
Gamblk flooring, Charl Patterso 
ind Ed Hutchinson, ties; F. H. Hime 
logs | B. Hurst pulpwood 

There Vas a asc Moth tt cdebark 
mg and chipping 

Speakers pointed to the increasing 
use of hardwoods in pulp manufac 
turing and predic tions were made that 
the North due to this trend is likel 
to match the South in pulp expansion 

©. T. Swan, former secretary man 
iver ind Frank M. Ducker former 
manager of the Freight Traffic ce 
partment, were presented with gifts 
in recognition of their 40 vears or 
more service to the Lakes States forest 
industry 


Vancouver Plywood Co., has let a 
contract for its new green veneer plant 


at Springfield, Or 
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Traveling and loading, Washington 
Trakloader averages 20 loads per day 
on Simpson Logging Co. show 


Three sides, three model TL-15 Washington 
Trakloaders at Simpson’s Grisdale operation 


TRAVELING G LOADING: Above, 
Simpson's first TL-15 Trakloader 
walks along the road as it cleans up 
cold-decked logs 

LOADING AT THE LANDING: Be 
low, Simpson's second TL-15 aver- 
ages 160M per day loading on the 
slackline side. A third TL-15 was 
purchased by Simpson early this 
year 
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lL pre sides now 
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( 
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impson Logging 
it Camp Grisdale, W 
heing done by three 

Washington Trak 


, Op 
i hing 


loading 1s 


el TL-I5 
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The Trakloader travels extensively 

1 the road, maneuvering to pick up 
the right logs and load them onto the 
trucks for off-highway haul 

logether the three Trakloaders at 
Camp Grisdale maintain a high aver 
ige of 6O or more loads per day 

All shows, like 
profit by the 


SUN pson s can 
mobility, flexibility 
faster travel speed loading and yard 


of the Washington Trak 


oadet in four models 


me albealit 


for every 


4 


Eliott 1292 

































PATCH CUTTING IS coming to the East Side of Cascade Mountains, as logging moves up into 
higher elevations. Scene shows recent patch-cutting in Little Wenatchee river drainage of north 
central Wash. Patches average around 25 acres. ‘Photo: Bob Woods, Wenatchee DAILY WORLD 


High Lead Logging Moves East 


over the summit of the Cascades Mountains 
and into what was tractor country before 


FIRST HIGH-LEAD logging timber estern red cedar vhite pine and 
ile of an ize to be made by the hemlock while the lower und dries 
Pacih Northwest Region of the For reaches sustain mostly ponderosa and 
est Service east of the Cascack have lodgepole pine 
been made recently on the Wenatchee In recent years, at higher elevations 
National Forest, blanketing 1,500,000 the FS has conducted experimental 
wr of North Central Washington sales where high-lead logging wa 
Higher, moister parts of the forest specified tesults of these trials in 


upport largely Douglas fir, truc fir dicate that high-leading is going to 





HIGH LEAD setting 
of Peshastin Lbr. & 
Box, Inc. Heel boom 
loading with Ameri 
can Machine Works 
double drum. Yarding 
with Allis-Chalmers 
HDI4-C with Carco 
triple drum. Inset 
Logging Superintend 
ent CARL WHALEY 
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Men of Peshastin 

Headed by president E. L. “Cy” 
Sawyer, 34 years with the company, 
active member of Western Pine Assoc 
well-known throughout the Inland 
Empire for his interest in forestry. 
Woods staff comprises Carl Whaley, 
superintendent; Loren Dempsey, log 
ging foreman; Charles Parkins, truck 
and equipment foreman; Frank Lake, 
forest engineer, recently promoted 
from logging foreman; David T 
Kauffman, forester, graduate of Mon 
tana State U., now in the armed 
forces. 

Owen Sawyer is ass’t. manager; 
Geo. (“Dode’’) Phillips is sales man- 
ager. A late addition to the staff is 
Ben Bevis, graduate of Annapolis 
Richard Darlington, ex-logger, is plant 
superintendent, highly respected by 
co-workers for excellent safety pro 
gram. 

Peshastin cuts about 30 million feet 
of lumber per year with its 8-ft. band 
mill and 6-ft. horizontal resaw. An 
adjoining box plant turns out about 
1% million boxes a year for apples 
and soft fruit. 





be favorable bringing the rare 
heavily-rigged spar trees and powerful 
donkey engines to the east side 

Peshastin Lumber & Box, Inc., Pes 
hastin, Wash., was successful biddes 
on one of the first sizeable high-lead 
timber offerings. They have been log 
ging the Devils Club sale, involving 
14 million board feet of timber, largely 
Douglas fir 

The Devils Club sale is divided 
into eight units averaging about 25 
acres each in size and carrying just 
under an average 2,000,000 bf each. 
Elevation is about 3500 feet 

For the last six years, the FS has 
made some trial sales in timber types 
other than ponderosa pine where the 
pure haser pate h logged certam desig 
nated areas Although this is the 
ame general practice — practically 
standard west of the Cascades in the 
Douglas fir region, clear cut areas on 
the east side are generally somewhat 


smaller than west sick patche 


THE CLE ELUM district of the 
Wenatchee NF, where the actual first 
trials were made, has also a number of 
pate h-cutting sales, made to Cascade 
Lumber Co., Yakima, and M. C. Mille 
Lumber Co. of Cle Elum 

These early sales represent a radical) 
transition from the established partial 
cuts of the past. Patch-logging has 
come to the east sick because it 
represents an entire ly new operation 
for the old, established companies 
such as Peshastin, and Schmitten 
Lumber Co., Cashmere, Wash. The 
latter firm recently bought 144 million 
bf of timber on the Lake Wenatchee 
tanger District; it spent last fall 
building an access road into the area 

How will increased high-leading 
affect future tractor logging opera 
tions? Answer FS will specify high 
lead logging in the Douglas fir and 
white fir stands (1) where there is 
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Firestone 


Nylon Tires Cut Downtime and 
Increase Your Profits...On Any Haul 


~~ a 
+ . ~~ 
” 


It's a fact. Firestone Nylon Tires will cut your downtime and 
increase your profits on any job 

Firestone Nylon Truck Tires are built for the toughest logging 
operations. They beat the downtime that results from cuts, snags, 
impact breaks and highway heat 

Firestone Nylon Tires give longer service because THE NEW 
FIRESTONE SAFETY-TENSIONED GUM-DIPPED*® NYLON CORD 
BODY eliminates the problems of tire growth and tread cracking. The 
super-strong nylon body protects against flex breaks, ply separation 
and heat blowouts. Four extra nylon tread plies absorb shocks and give 
maximum protection against impact breaks The traction treads are 
extra deep and extra tough to resist cutting. The sidewalls are double 
thick to give added protection against Cuts and snags 

Get the Firestone All Traction Logger for all around performance 
in the woods or on the highway the Rock Grip for toughest going 
where extra traction is needed the Rib Excavator for front wheel 
service and free rolling wheels 


WHEN. ORDERING NEW EQUIPMENT, 
SPECIFY Firestome TIRES 
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LOGGING ACTION. Left: Peterbilt logger operated by Jones & Tuck with Firestone tires, Eaton-Henderson scales, owned by Chuck Farrell 





er, with white pine and cedar. Center: International R190 gas logger R.: Rear of Peterbilt logger, with safety chain, load binders Gdyr. tires 
poor cdramaue a on teep lowe rn iW h as we ure doing is not onl good 
ind on (3) loose, erodable soil. Where Logging Facts on PL&B business for us now but it is real 
the drainage is good and the slope j From the patch-cutting sale ce conservation for the future (jood 
moderate tractor logging may be cribed here, Peshastin and gyppo timber growing land is at a premium 
used, depending in the type of sta: d haul their logs to the mill over appro» in our area, Our company was one 
£ ‘ on four typ tT road } 
the method of logging is determined 6 mil : ; " ° : of the first to recognize the benefits 
ompany yu noe acce 
it the time the sale is laid out —~ “e FS permar al . ’ . Jon of high-leading in the non-pine type 
road ‘ ” he ‘ nNublic ace . 
Limiting factor appears to be good j ‘ i and gener illy we see eye to eye with 
Pi road , paved count road ana 
sites for sustained growing of com i—paved US Hwy. No. 2 the FS in putting it into practice 
mercial timber, Great attention must Nearly all the haul is on pavement It’s really the only practical method 
be given to tuture crop soil conser and yracde are mostly favorable Carl Whaley. well-known logget in 
vation and watershed protection are Tr ch from th s area br ae 7 ip to cv the Inland Empire he is a director of 
primary considerations, On wet, bogg) sid rabl "with apm ie _ Me ge 2 ag Intermountain Logging Conference 
side @piLy W i ecie ane . ‘ ol 
and sv mp ites and on steep lope on PL& R ty : all n-hiehwa' is logging superinte ndent for Peshas 
lows , CKS, @ii ONn-nignway 
skid roads made by tractors often rigs, are GM( tin. He knows every logger in his 
become so dee p that they can chang PL&B operat over a wide area organization by name 
the tree-growing ability of the im in the Wenatchee NF and often has “Partial cutting in fir and hemlock 
mediate area b altering the natural everal tractor and jammer sides in proved to be impractical states 
moisture and run-off conditions, thu cattered locations all operating at Whaley “After we went in to take 
uv ost ‘ : once 
creating erosion problems. ‘Wher THE LUMBERMAN visited out the mature trees, the bugs soon 
PRACTORS FOR ROAD-building the one company high-lead side and moved in, and in time there was so 
will | led tl ‘ | the gyppo tractor side on the Devil much windthrow that the remaining 
we ~~ a a a —s Over ~ Club sale, 125 M per day was being stand was in pretty poor condition 
a. ee of “ seg 7° yee lie yarded and loaded out We'd have to come back as often as 
it the higher altitudes in long valley The high-lead equipment on the tour times to pick up the dead dying 
whi h hie retotore figured onl i long company ile consist of an Allis and windthrown trees it soon bec ame 
range cutting pl ums and were most] Chalmers HD-14C tractor with torque | } 
hI aeoster and Cas Model K tripl obvious that clear cutting was going 
inaccessible converte and arco ode] ) 
Peshastin Lumber & Box like the drum for arding (Lovsted Tootsic to be the best policy 
Whistle provide rnals) Americal 
new t pe ot logging It has meant « : . , 
putting yarding donkeys into opera Machine Works (Spokane) doubl UTILIZATION STANDARDS HAVE 


drum powered by high-torque Chevro 


ton. No douht more and more of th: been widened greatly because so many 


let gas engine; and of various Young ¥ 
newer light and fast units used over Iron Works rigging equipment. A 1 — Pa can — a be 
the ( im acl S on the west coast \\ ill main high le ad line yara n from a rough 0 harke eshasun how 
come into use limit of ROO haulback ji ‘ brings in many more small logs ones 
FE. | Cy” Sawyer, president of On the gyppo side at Devils Club, that a few years ago would not have 
Peshastin and one of the original ar 7 beg y= by cen irs vo paid their way to market 
operators in the Wenatchee river ot Ww BAe powwee Utilization standards for the sale 


“ wr ioade!l 
drainage ys High-lead logging (Continued on page 116) 





WET BOGCY HEMLOCK and cedar site, with deep blanket of slash re 
maining on patch-logged area. From L.: WARREN PRESSENTIN, USFS 
CARL WHALEY, logging superintendent, Peshastin Lbr. G Box, Inc 


LARGE SLASH accumulation has been burned here, to prepare ground 
for planting of more desirable forest tree species. Many of the sites on 
the Wenatchee National Forest are better adapted to high lead logging 
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Ask Mike Hibbard, 


Assistant General Manager, 


MacGregor Triangle Company, soise, nano 
about LORAIN MOTO-LOG LOADER PERFORMANCE 


Triangle Company is well 
known in the Boise, Idaho, area for its contract 


The MacGregor 
logging work. The key to all its loading oper- 
ations is this 30-ton Lorain Moto-Log Loader, 
model MC-524, shown below, working on the 
If you want to 


Mike 
Assistant General Manager for Mac- 


Boise Payette Lumber Co. show. 
know about Lorain performance, ask Mr. 
Hibbard, 


Gregor. Ask him about these important points. 


asx asout RUBBER-TIRE MOBILITY 


MacGregor bought the rubber-tire Lorain Log Loader 
because mobility was a must. Logs are pre-skidded to 
the roadside (no central landing is required) and the 
Lorain travels up and down the road, loading from as 


P daily 


in. The Moto-Log Loader with its big multiple tires 


many as 50 “‘stations’ wherever the logs come 
gives MacGregor plenty of drive power, tractive effort 


and flotation to travel anywhere over the show. 


asx asout CAPACITY ON RUBBER 


MacGregor wanted big lifting capacity on rubber to 
handle the big logs some as big as 3500 bd. ft. The 
10-ft. wide rubber-tire carrier gives plenty of stability 


for lifting over-the-side, even without using outriggers. 
On the many, fast moves this is a time and money- 
saver for MacGregor. The Lorain replaced another 
rubber-tire machine that could not produce equal 


lifting capacities on rubber. 


asx asout INCREASED PRODUCTION 


MacGregor’s Moto-Log Loader loads about an average 
of 140,000 bd. ft. per 9-10 hour day. The Lorain works 
a steady 10-month season and has helped increase daily 
Mobility, 


pacity are reasons for increased loading production, 


asx asout LORAIN DEALER SERVICE 


MacGregor says they have received the best of service 


production speed, power and lifting ca 


from his local Thew-Lorain Distributor ...to help 


them get the best performance from their Lorain 


Ask your Thew-Lorain Distributor for the story about 
Lorain Log-lLoaders on either crawler or rubber-tire 
mountings in the capacity to fit your log loading needs, 


He will show you the way to lower costs and bigger profits! 


THE THEW SHOVEL CO., LORAIN, OHIO 


; oe. oe 


iN 


+ LOoRA 
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N. Calif. SAF Meets 


WHITE FIR, long the 


orphan ot 


neglected 
western lumbering, is on 
its way up in lumber markets. So 
declared E. P. Ivory, pres. of Ivory 
Pine Co., Dinuba, Calif., at the ban 
quet opening the 1955 field meeting 
of the Northern California Section 
Society of American Foresters 


K M MacDonald Woodleaf 
new! elected chairman presided at 
the field meeting. Other new officers 
are Don Knowlton, Nevada City, vice 
Bryan, Mokelumne 


chairman, Sam 


Hill, treas.; and Don Cosens, Straw 
berry Valley, sec 


Ivory stated that white fir owes its 
market advance to being well manu 
factured and properly seasoned, and 
its use in remanufacturing and lami 
nating. He suggested greater research 
to discover new by products from 
white fir 


The field meeting consisted of a 
tour of the sawmill of Winton Lbr 
Co. at Martell, and a trip through 
woods operations of Winton, Asso 
ciated Lbr. & Box Co., Blagen Lbr 
Co. and Calaveras Land & Thr. Co 


CUT FUEL COSTS... 


Jucvease Production wtth 





<> 


Hi- pressure —Hi-temperature 


STEAM SAVING 


Closed Condensate Return 


SYSTEM 





Maintain maximum and uniform heat throughout processing equip- 
ment by removing condensate immediately after it condenses and at 
the temperature it forms. This system requires less piping, prevents 
steam flash and eliminates steam traps 


Saves 


SAVES FUEL 
SAVES STEAM 


1. 
2. 
4 wags: > SAVES WATER 


SAVES POWER 


Increases Effiecency 
A ways: 3 


1. Increases Production 
2. Reduces Scale 

3. Eliminates Traps 
Cuts Maintenance 


PACIFIC'’s HP-HT STEAM SAVING Closed Condensate Return System 
will give you increased operating efficiency, increased boiler capacity, 
increased production, and at a great saving in fuel costs. 


Wate us Prove tt! 
ACIFIC PUMPING CO. 


Manutocturers & Distributors of Pumps for Every Service 


OAKLAND 


* PORTLAND - 


SEATTLE - LOS ANGELES 


Main Office and Factory + 920! San Leandro Street, Oakland 3, Califernio 


*« RR eee 


PACIFIC PUMPING CO. 


Nome 


Address 


City 





9201 San Leandro Street, Oakland 3, California 
Send me Bulletin 1700.4 descriptive of your HP-HT System 


State 
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High Lead Logging 


(Continued from page 114) 





are: 9” top diameter minimum, take 
all logs which have 50% merchantable 
material, except white pine which is 
33-13%. To be considered merchant- 
able, logs of all species must scale at 
least 30 bf All trees to a minimum of 
12” dbh are felled. The fir average 
30” dbh and is 200-300 years old. 

Forestry-wise, the pate hes are clear 
cut, burned by FS and planted by FS 
crews with K-V funds paid by the 
operator as a part of stumpage Re 
forestation on recent test patches 
shows excellent survival. Early win 
ters at high altitudes present problems 
in burning and planting on schedule. 

Peshastin is logging out another 
area on the Wenatchee NF that Carl 
Whaley thinks is about the toughest 
show in the state, notwithstanding 
statements by other logging superin 
tendents to the contrary. 

Peshastin builds all its own roads 
about half their shows are contract 
logged and loaded; trucking is about 
90% company and 10% contract. 

The company is also in the tree 
farming business and is proud of its 
sustained yield program, which has 
been practiced for the past fifteen 
years, in conjunction with the com 
pany s 56,000 acre 
fied Tree Farm 


“Cys-Berne’ certi 


Portable Tower Yards 


(Continued from page 96) 


to the loaderman’s attention and the 
load is changed accordingly 

The Hi-Point organization has not 
had a reportable accident, either in 
the woods or on the highway, in the 
past year 





Remote Controls 


A set of remote controls built in 
Hi-Point Logging Co.’s shop, whipped 
the problem of getting the loaderman 
positioned safely for loading trucks 
and trailers. The unit can be set 
within a 30-ft. radius from the loader 
drums. It consists of a miniature 
tractor cab, containing foot and hand 
operated levers for all normal load 
ing functions. The loaderman’s station 
inside this cab connects with the load- 
ing unit by flexible hydraulic and 
vacuum lines 

Hydraulic controls, consisting of 
two truck-brake hydraulic master 
cylinders at loaderman’s station and 
two on the loacer, operate brakes of 
the loader. Vacuum operations, acti- 
vated through Williams Power Brake 
controls, include frictions on all three 
loader drums and the hydraulic slack- 
puller mounted on the gooseneck boom. 
The loaderman regulates the speed of 
loader engine from his “cab” via an 
hydraulic throttle control 
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WESTERN GEAR’S 


TORQ-MASTER TSD 
CONVERTER 





Time Proven” Torq-Master TSD Converter 
Transmission gives advantages of anti-shock 
torque selection together with 2-speed range 
From a heavy smooth strain on the big logs to a 
fast smooth pull on the light loads with one quick 
flick of the wrist. Reduce your rigging costs and 
increase production...put a// your horsepower 
to work with Torq-Master 


TORQ-MASTER “200” 
TRANSMISSION 





A single compact power package offering the 
proven advantages of automatic speed-torque 
selection, torque multiplication range up to 18 to 
1, engine or counter engine sprocket rotation, 
2 speeds built for quick shift while under load 
Built-in 3 to 1 reduction requiring less chain 
ratio gives easier Yarder application (150 to 300 
HP Yarder Class) 


TRACTOR TORQUE CONVERTER 
POWER PACKAGE 





Now available for most high speed diesel engines 
Western Gear's tractor torque converter is 
engineered for easy installation WITHOUT 
COSTLY FRAME ALTERATION. The con 
verter drive virtually eliminates costly transmis 
ion and final drive wear and damage due to 
absence of shock. D-8’s get up to twice the nor 
mal production with the tractor torque converter 


“The difference is reliability” * Since 1888 


WESTERN GEAR © 


PACIFIC-WESTERN PRODUCTS | corse uae ee 


series 
steps up production 


in the woods... 


‘ 
Washington TL-15 
Trakloader equipped 
with Torq-Master 
TSD Series 


,e. 
“ime 
ny 


vi 


a 


, 


Stationary Yarder 
equipped with Torg 
Master ''200"' Trane 
mission 


~~ 


1. ey 


‘ 
w 4 
j 
all D-#, with Western 
} Gear tractor 
“~~ -~ torque converter 


For further information, please write our Seattle plant at 
417 Ninth Avenue South, Seattle 4, Washington 


A ’ o A ’ ' iTA 
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Another 
New Carriage 
in California 


DOLLY VAR 
DEN LBR. CO., 
Arcata, Calif. has 
installed a Filer 
& Stowell 3 block 
72” opening car 
riage in its mill, 
equipped with all 
etworks, dogs 
and taper control 
Carriage is shot- 
gun feed, 14” cyl- 
Inder, 4” troke 


BOOMING POWER 


AA NWYAA 


DIESEL MARINE 
ENGINES 


PERKIN 


ud for pound, Perkins L4M and SOM 
ripen are designed to give more 
work boat power — at lower operating and 
maintenance costs and lower purchase price! 
These rugged engines have many 
outstanding features. Two-hole fuel 
fast starting in cold weather 
operate in series for greater 
filtered and cooled before 
f ibrication cycle 
erkins L4M and S6M engines have many 
ther features that make them specia 
lesirable for marine use. Th ombined with 
inmatched operating efficiency, make these 
engines your logical chowe for logging tug 
power. Write for full information today! 
Perkins also make a complete range of 
lightweight, high speed diesel engines for 
every logging task to power trucks, 
sawmills, etc, Contact your nearest 
Perkins Distributor for all the facts 


Perkins 


F PERKINS (CANADA) LTO 
237-239 McRae Drive Northern Engine & Equipment (8.¢ ltd 


Toronto 17 155 Water Street, Vancouver, 8.C 


winches 


PAUL E. KEENEY CO 
1125 S.£. Grand Ave 


Portland Oregon 
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Definitions for Wood 
Industry Are Listed 


THE FOLLOWING SET of definitions 


by Armin Elmendorf, Elmendorf Re 
search, Inc., Chicago, Illinois, lists 
words used in the forest products ir 
dustry today in connectior 
ous composite products such a 
tex, Insulrok, Tectum, Masonite, et« 
It supplements THE LUMBERMAN’s 
coverage on this subject in the Forest 
Industries Yearbook, published March 
25 

Board: A material of constructior 
of very considerable length and width 
compared with its thickness and whose 
thickness is less than 1% inches. Ex 
amples: fiberboard, cement-asbestos 
board, gypsum board, shaving board, 
hardboard 

Plank: A _ piece of woo 
paralle| whose th 
ceed 1% nut is 
inches 

To Grind: To crush into smal! frag 
ments, as between abrasive stone 

To Felt: To mat and enmesh to 
gether as when fiber of 
origi 
ited on a screen in the manufacture 
of paper, and the 
through the screer 

Water-Felt: To deposit suspended 
n water on a screen by allowing the 


vegetable 
uspended in water are depos 


water passes 


water to pass through the scree 

Air-Felt: To depo fibers sus 
pended in air as on screen and draw 
ing the air through the scree 

Resin: nthetic cementing agent 
used to bond fiber particies and 
havings together in board manufac 
ture, usually between hot plate and 
under pressure 

Fiber Board: Any board 
tured by felting fibers, or by 
ing sheets of felted fibers; includes 


‘ 


lamina 


insulation board, hardboard, and var 
ous laminated boards 
Particle Board: Board made of wood 
or other particles of vegetable origi: 
bonded 
Prespine 
Shaving Board: Board made of wood 
shavings bonded together, as for « 
ample: Behr Board 
Chip Board: Board made of wood 
chips bonded together. The chips ma 
have been reduced in a hammermil! 
Hardboard: Board made of ligno 
cellulose fibers bonded together under 
heat and at pressure, at least in part 
by natural lignin binders, and having 
a density greater than 0.8, as for ex 
ample: Masonite Presdwood 
Resin-Bonded Hardboard: Hard 
board composed of fibers, bonded to 
gether by a predominant resin bond 
Insulation Board: Fiber board hay 
ing a densit es than and a 
thermal-conductivity les 
b.t.u. per inch of thicknes 
of area per hour per ce y 
exan ple Celotex 
Laminated Board: Fiber 
made by laminating several la 


together, as ror example 


felted fibers, as for exan ple 


Joard 


e@ DIFFICULTY in obtaining suffi 
cient logs or timber at an economical 
price has prompted the lumber divi 
sion of Oregon Pulp & Paper Clo 
Salem, Ore., to shut down. Pulp mill 
operations are not iffected The mill 
will remain idle for a year, while the 
owners appraise the business picture 
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How to make 


MOLEHILLS 


.... out of MOUNTAINS 


Hydrotarders “iron-out” steep mountains into mere 


molehills by safely regulating uniform downgrade 
driving speed. It’s almost like driving on level ground. 
You never have to shift gears, brake with the engine 
or use the mechanical brakes—except when the truck 


makes a complete stop. 


This means you save hundreds of dollars each year on 
brake linings alone . . . save up to 40°. on tires... 
save on costly repairs to engine and transuzission. It 
makes possible more round trips per truck, which 


means more income from your present operation. 


Today—ask your distributor for detailed facts on how 
Hydrotarder can safely reduce your operating costs 
. increase your income. 


HYDROTARDER AVAILABLE FOR ALL TRUCKS, 
ALL LOADS. 


Ask your Hydrotarder distributor listed 
below for complete details about the right 
Hydrotarder for your truck. Please furnish 
the following information: Gross weight 
of vehicle; percent maximum grade; size 
and ply of tires on rear wheels; total gear 
ratio of rear axle; gear ratio in auxiliary 
transmission (if truck has two transmis- 
sions); maximum driving speed desired 


while descending maximum grade. 


HYDROTARDER REPAIR SERVICE 
For $15.50 labor we will recondition 
your hydrotarder to factory standards 
— Exchange Service — 
HETZEL BROTHERS 


1457 E. Washington, Los Angeles, Calif. 


PARKERSBURG 


HYDROTARDER 


Distributed by 


HETZEL BROTHERS 
ENGINEERS ond MANUFACTURERS 
1972 Los Angeles St., Los Angeles 11. Collif. 





Wooden Box Association presided Over by W urd Dwight this sceusotn has vitiie ed i large iti 
. Dwight Lumber & Box Co San crease in the use of fibre container 
Discusses Future Demands francisco, president. Dwight 1 lor enpesting USA. clivus frult and 
viewed today’s industr ituation and 

ALTHOUGH PRODUCTION of vas optimistic regarding the future 

beans hook hia been haarnipe red hy lia t ( 1) Hudson executive Vice son 
eal trike in the lumber busine president, National Wooden Box A The 
ind the lateness of the start of the sociation, said that dissatisfaction with 


volume shipments has declined 21.7 
under the 1953-54 season iid Hud 
speaker went on to sa that 
oranges in fibre cases during the 
1955 =logging euson production fibre cartons could be a reason for period Nov. 1, 1954 - Jan. 19, 1955 
chedule ill be met, and there will the decline in exports of citrus fruits yielded an average invoice price of 
be no shortage of shook to customer from this country. He stated that Y4A% 
vas the message brought to the mid Kuropean markets prefer citrus fruit 
ummer meeting of the Pacific Divi packed in wooden containers 
ion, National Wooden Box Associa The full story of what is taking 
tion, Sacramento. Calif last month Nace this year in the European citrus : "? ‘ ' 
bifty-ecight representatives of mem en must await final reports but ene arias ~ Agger ina sg om 


resentative The Wooden Box Insti 
bert COM pares attended the meeting is of Ma it can be chronicled that tute reported news cle velopment 


made by the Institute in smaller celet 


under the price realized for 
oranges in standard nailed boxe; ji 
the European market 


and cantaloupe crate new cauli 
flower crates, and a bundling device 

for strawberry crate 
Developed by the Wooden Box In 
stitute San I raAnCSCO ind rack 
available without royalty charges to 
the produce industry, the new device 
’ is a simple ( shaped clip of trap 
HERE S A metal tn use, however, these litth 
oa clips) permit speed) bundling — of 
packed strawberry crate n the field 
SQUEEZE and for easier inspection and re 
9° bundling of berries at shipping and 

PLAY eee receiving pots 

—_ The clips work vith regular 
_—~ standard nailed = strawbert crates 
- locking into horizontal slot iwed 





—_ 
near the top and bottom of each end 


that : As many as six crates may be bundled 
together in this manner Only the 
produces top crate needs to be lidded No 


special tools are required to ipp! 


or remove the clips 


Sacramento, past pre ident of 


profits! = Curt Setzer, Setzer Forest Product 
Co 


the national association, and long time 
member of the group, was presented 
with a lifetime honorary memb rship 
certificate 


In the production of Mill Goes In at Rieth 
plywood, veneer, hardboard HAROLD BARTSCH and Wim. B 
or other laminated products, there’s Robbins, who formerly operated 
no room for a “squeeze play” that B& R Logging Co. at Silverton, Or 
might fail. have constructed a new sawmill at 


‘ ° Rieth, near Pendleton, Or which 
Leading manufacturers find started operating in June. This plant 


Columbia Hot Plate Presses an all-star the Blue Mountain Fir Products Co 
contender for applying the “squeeze currently consists of log-gang saw 
play” that produces profits. Its rigid mill producing 40-50M per day on 
design, trouble-free hydraulic system one-shift basis. The planing mill is 
and honest ratings assure dependable to be added at the plantsite late thi 


performance on any hot plate job. oe ~ 
om The electric powered iwmill, built 
here are almost a score of to produce 24-ft. lumber, has 28-in 


Columbia features that guarantee more Wehrhahn gang headrig purchased 

production, of higher quality and fast, from Evergreen Equipment Co., a 

too! Complete details are available in Newport Machinery Co.) heavy dut 
* new literature or from your Columbia edger and California-type 3-saw trim 


Hot Plate Pre Hydraulic Press distributor. mer 2 
Daylight Platen e 50 i as The he adrig pow ere ad by 12 ) h p 


me . ~ halme r — sets on a 3S-cu 
WRITE tor new FRE iietin HP va. concrete Toundation 
¢ name of your a - but or "7 fodget Shipley Logs for the plant are obtained 
COMPANY from company-owned timberlands and 
HAMILTON DIVISION « HAMILTON 5, OHIO in the local log market. Wayne and 
Reese Endicott log for the Blue Moun 
tain firm on contract basis 
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On any iob...in any engine 


TYDoL HD 


CUTS WEAR 3 WAYS! 


CLEANS 











Tydol HD's quick-working detergency 
is balanced for your particular needs... 
gets rid of sludge and gums, frees 

sticky valves and rings, keeps oil 


lines and parts clean. 


AS IT PROTECTS 








Saves wear even in shut-down 
inhibitors against combustion acids 
prevent rust, corrosion and pitting 
on cylinder walls, crankshaft 


and bearings. 


AS IT LUBRICATES 








THE RIGHT OIL 
for every service condition 
TYDOL HD... High Detergency for any type en- 
gine in normal heavy duty 


TYDOL HD S-1_.. Higher Detergency for stop- 
and-start service or engines subject to 
continuous heavy loads. 


TYDOL HD S-2.. Highest Detergency for hard, 
heavy diesel service in the most extreme 
operating conditions 


Ask your nearby Flying ‘A’ Representative 
which Tydol HD is best for you 
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Tydol HD's high V.1. assures quick, 
easy starts and its tough film won't 
drain off or break down under 
heavy loads. Put Tydol HD’s triple 


protection to work in your fleet, 


TYDOL HD 


MOTOR OIL 


WATER ASSOCIATED OIL COMPANY 


(Western Division) 


12) 





Mobile 
Loader 
Finds 
Use in 
British 
Columbia 


TRUCK MOUNTED mobile loader uses combination of air tongs on 
back hoe boom 


Keep your saws 
in TOP cutting 


SHAPE. . . with 


SIMONDS 


ABRASIVE CO. 


—— 


SAW GUMMING WHEELS 


These wheels keep their shapes and give uniformly keen saw 
edges without burning or casehardening. Complete line has 
everything for band saws, circular saws and machine knives . . 
fast cutting wheels including F face straight wheels, type 13 
saucer and dish wheels, cylinders, segments. Order from your 


Simonds distributor's local stocks. 


SIMONDS ABRASIVE COMPANY, PHILADELPHIA 37, PA. 


BRANCH WAREHOUSES: BOSTON + DETROIT + CHICAGO + PORTLAND 
SAN FRANCISCO + DISTRIBUTORS IN PRINCIPAL CITIES 


Division of Simonds Sew and Steel Co. Fitchburg Mass. Other Simonds Companies: Simonds Stee! Mills, Lock 
port. N.Y. Simonds Canada Sew Co. Ltd, Montreal, Que. and Simonds Canada Abrasive Co, Ltd. Arvids, Que 
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{ P IN BRIT ISH ( olumbia’s ( ariboo 
country, where Western Plywood Co 
is taking out logs for its mill at Quesnel 
on the Fraser River, a new mobil 
loader is being used for the first time 
The machine, a Bueyrus-Erie Hydro 
hoe mounted on the body of an old 
Mack truck, represents a unique com 
bination of air tongs on a back hoe 


boom 


While it has not been in use long 
enough for a thorough test, the unit 
has so far demonstrated that it is 
highly mobile and flexible for rapid 
stockpiling when logs are relatively 
small. Maximum lift is 350 feet of 


wood 


7 he machine can be moved ove 
roads on its own power and is thus 
able to travel from one pile to another 
much faster than if it were mounted 
on sled or tractor 


Most of the wood handled is Doug 
las fir, with some cottonwood. This 
setting is about 16 miles from the 
Fraser bridge, south of Quesnal on the 
west side of the river. For operation 
of the boom itself power is supplied 
by a Ford industrial power pack. En 
gineering details in connection with 
the machine were worked out by the 
staff of the Vancouver Equipment 
Corp., Vancouver, B. ©. distributors 
for Bucyrus-Erie 


Simpson, Weyerhaeuser 
Make Mill, Timber Deal 


e Shortly after Simpson Logging Co 
of Shelton, Wash., announced it had 
purchased the entire assets of the 
Schafer Brothers Logging Co. (THE 
LUMBERMAN, June ‘55, P. 112 
Weverhaeuser Timber Co. of Tacoma 
made news by buying the Schafer 
Bros. mill at Aberdeen, Wash., from 
Simpson 


Besides the sawmill, Weyerhaeuser 
also acquired 45,000 acres of timber 
land (formerly Schafer land) from 
Simpson. In turn, Simpson acquired 
from Weverhaeuset in uncdise losed 
acreage of timberland in the vicinity 
of existing large Simpson holdings in 


Mason and Grays Harbor count) 


This exchange of timberland serves 
in effect to “block up own rship for 
more efficient long range sustained 
yield management. Each « ompany 
benefits by such an arrangement 


Weyerhaeuser now has a more ad 
vantageous timber situation for oper 
ation of its recently announced 100 
ton sulfite mill to be built at the town 
of Cosmopolis, near Aberdeen 


The Schafer mill is to go under 
Weyerhaeuser management around 
the middle of the month 
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L-M LOG SPLITTING CHAIN SAWS 
Stationary Units, Traveling Units for Deck & 
Pond, Portable Timber Cutting, Core Ripping. 


~The 


HYDRAULICALLY OPERATED 


LOG SPLITTING 


Self-Propelled 


CHAIN SAW UNIT 






@ Conventional cutting 
at headrig of oversize 
logs requires sawing 
many extra lines caused 
by the necessity of roll 
ing the log back slight 
ly each time. 

@ Cutting of an over 
size log after it has been 
rolled backward re 
sults in a bevel cut and 
consequently WASTI 


of valuable lumber in 






subsequent edging and 
resawing 









@ Often when third 
and horizontal saws are 
used after this conven 
tional, initial sawing 
operation a 4-cor 
nered piece is wasted, 
caused by having the 
log pass top saw nut. 


@ A split (half) log on 
carriage makes it pos 
sible for sawyer to ob 
tain a maximum of high 
erade material, 


SAVE UPPERS! Oversize log “whittling” destroys valuable “uppers” 
plus waste of excessive saw kerf. An L-M Log-Splitting unit eliminates 
this valuable grade waste. 


SAVE TIME! In one instance oversize log cutting cost a firm 45 to 60 


3 to 4M feet of lumber. L-M Log-Splitting 
eliminates this time-waste 


minutes to produce only 












CHAIN SAWS 


WITH AN L-M 
LOG SPLITTING UNIT 


You have your choice of 
Power; Manual, Air ot 
Hydraulic Controls; 
Travel Speed and Length 
(minimum and maxi 
mum; Bar Length. An 
L-M_ Log-Splitting Unit 
can be custom built to fit 


your requirements. 


4) 6s 4 
ray APT pay, 


* 


Standard “4 
Air, Hydraulic and Custom-built ; 
Controlled Models is) 


Pond, Deck Portable Electric 
and Log Splitting and Gasoline Powered 
Chain Saws g 
L-M Saw Chain Bars § 


y 
L-M Saw Chain fi 


bth 5 gaya 





8705S. £. 13th AVE. « PHONE VE 3146 
PORTLAND 2, OREGON 




















































































































gives you 
the facts on 


OUTBOARD POWER 


for 


service 


TODAY there's a new kind of outboard 
power for work boat duty! A complete 
line of new Evinrude Aquasonic models 
so advanced in capability, stamina, and 
smooth, quiet operation that they set 
entirely new standards of performance 


Get the facts! Send coupon for booklet, 
Peseeeceeseees 


EVINRUDE MOTORS 
Division of Outboard, Marine & Mig. Co 


4631 NM. 27th Street, Milwaukee 16, Wisconsin 


Send me booklet on ovtboord power for work 
beet duty 


City lone State 


lin Coneda: Mid. by Evinrude Motors of Conede 
Peterborough) 
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@ Atle Evie, gen. mar 
Plywood Co 
ng change Ss in operating personnel 
Douald E. Rupe, formerly of the Van 
couver Plywood Co. has been appoint 
ed plant Richard 
Wiles at Har 


Multnomah 


announces the follow 


superintende rt 
formerly asst. log Maer 


They Built a New Log Pond 


(Continued from page 54) 


1900) cubic 


dirt and rock in a formation so com 


hour day moved yards of 
pact that loading consistently re quire dl 
issistance of the pusher tractor 

Final portion of this 2-month con 
truction project employed a dragline 
bucket on a Northwest 


ered with a 200 hp Cummins diesel 


shove | pow 


engine, to remove the dike of the 
former pond which separated it trom 
the addition 


The pond was extended according 


Hyjort 


manufacturing division 


to George \ manager of BP 
to reduce and 
check and staining of sorted logs, both 


seTIOUs problems inthe 


dry-deck 
bundled to make 
1G- acre 


COTMpAany s 
Stored logs will be 
of the 


storage 
TERAANDEERULEED tise 


pond 


BUNDLING TESTS WERE made to 
obtain the 


One involved use of Acme steel strap 


most satisfactory method 
ping, placing it around the logs while 
till on the 


trucks and trailers and then dumping 


MacGregor Logging Co 
them into the pond as a bundled unit 
Some 


wrapped with one band and others 


i load at a time loads were 


with two bands, using Acme 2 in. by 
050 in. metal strapping 

During pond extension work and 
while the 


underway 


bundling experiment was 
BP broke ground at the 
Emmett mill for installing a hydraulic 
log barker and 


new « hipping and 


chip-loading facilities 
The current installation extensively 


increases the utilization of mill-residuc 
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bor Plywood has been appointed tim 
ber manager; Gordon Jolly, formerly 
with the Columbia River Log Scaling 
Bureau, has been appointed log buyer 
The accompanying photograph is an 
air view of Multnomah Plywood’s 3% 
acre plant in Portland, Ore 


wood by Arita ipated I i 
doubling in chip production, toward a 
50.000 wnt 


of chips annually lo attain this ob 


chipping 
pote ntial total output ol 


jective will require importing hog fuel 


from one or more of the company : 
other mills 

The new chipping section include 
t Hansel oscillating-arm type hydrau 
small 


66-in 


i relatively 
Hansel 


sti alle I 


lic barker requiring 
amount of power i 


chipper to replace a unit 


formerly converting hand picked 
trims and edging to chip form, and 
previously mentioned chip loading 
bint ilitics 


ill the b 


suitable tor 


By barking sawmill logs 


product wood is clean 
converting into high quality chips for 
manufacture of 


use in the pulp or 


bark free 


re sults ih 


fiberboard 
mill 


provement im quality and quantity of 


a 
logs 


) 
I rocessing 


in the also some un 


lumber produced from the logs 


Preservative Use Drops 
THE VOLUME OF 
treated with plants 
throughout the countr in 1954 
dropped about 16 percent from 1953 
according to the U.S Dept. of Agri 
culture The preliminary figures are 
compiled by the Forest Service in 
cooperation with the American Wood 
Preservers. Association. The survey 
also showed that the use of creosote 
dropped off about 18 percent in 1954 
while the use of pentaclorophenol in 
creased about 51 percent 
however, is still the most widely used 
wood preservative The total vol 
ume of wood products treated in 1954 
was 244,964,122 cubic feet as com 
pared to 292,569,158 for 1953 
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wood produc ts 


preservatives at 


Creosote 





FIRST WE DEVELOPED 1105 ROPE WIRE. 








QOS Jrors 


1105 takes Royal Blue out of the ordinary wire rope class. 





1105 is a rope wire that’s new — that’s stronger. It's the biggest news in 
many years. 


1105 is the result of more than a century of research and development — it’s 
the wire that gives Roebling Royal Blue the stamina that pays off in service. 


Contact your Roebling distributor or write us for the full story. 


ROE SE LiIRnigc 


Subsidiary of The Colorado Fuel and Iron Corporation 


em 


JOUNM A. ROEBLING'S SONS CORPORATION, TRENTON 27, HW. J. wmancuee. atrianra 934 avON AVE + SOBTONM, 61 SLEEPER BT + CHIGAGG, 6686 w 
S®OOGEVELT #20. + CinNCinwarT 3263 FREOONIA ave * CLEVELAND, 139226 LAKEWOGO HEIGHTS BivVO + GCENVER, 46601 4JACKEON BT * Bereory, ete 
FISHER BLOG. + HOUSTON, 62156 NAVIGATIO LOS ANGELES, 6340 €. HARBOR &T NEW YORK, 19 SECTOR BT. + COEBBA, TEXAS, 1920 €£. BHO 


SY. + PriLAOELPrnia, 23% we eT - ‘ 1740 177 BT. + SEATTLE, O00 18T AVE © + TULSA, B31 Mw. CHEYENNE OF «+ ExOORT 


Sac.ee orrice.'% #ecror er ew voOu« 


JULY 1955 THE LUMBERMAN 














IRVINGTON SMOOTH end trimmer and automatic print 
I with view of Yates 


End Printer Identifies 
Quality Made Lumber 


QUALITY PRODUCTION is empha 
sized by D. L. Fair Lumber Co 
Louisville, Miss., with an Irvington 
#43-C Model 61 smooth end trimme: 
and automatie printer that stamps the 
end of every piece of lumber passing 
through the planing mill. Since the 
entire production of the big Fair mill 
is kiln dried, marking the 
this manner identifies the material 
from mill employee to COMSUICT is 


being properly manufactured accord 
ing to strict SPIB grace 

rhe interesting printing stencil uses 
brands according to the width of the 
piece, taking every advantage of addi 
tional advertising space as the lumber 
increases from 4-inch to 12-inches. At 
first the printer marks the piece “SPA 
(KD) Delfair”, the last being the brand 
name. On greater lumber widths it 
spells out “Kiln Dried” and repeats 
lumber in the company brand and the SPA 
Southern Pine Assoc tandard iden 
tification 


will 


A \ 


Is a ‘ yy 
 \ TO GIVE YOU 
* SERVICE! 


\ 


According to our customers, they 
continue buying Ledeen Cylinders because, 

You people knock yourselves out to give us good service, and your 
cylinders perform better and last longer 
At Ledeen we perform no miracles, but we do give you quick delivery, 
good service, and, above all, a good sturdy, reliable cylinder. 


Write for Bulletin 500 
Ledeen Cylinders are good cylinders 


VALVES © CYLINDERS 
VALVE ACTUATORS 


AIR- HYDRAULIC 


1604 San Pedro St 
PUMPS & BOOSTERS 


Los Angeles 15, Cal 


~ A AEA 
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American A-20 planer, at right lumber ready for 











WIRE STRAPPED bundle of end-printed, dry kiln treated 
shipment by D. L. Fair Lbr. Co 


The Irvington trimmer and printer 
handles the production of two Yates 
American A-20's planers. The finished 
material is strapped into bundles for 
shipment 


Log & Lumber Prices 
e Log Prices—Columbia River 


Douglas Fir Peelers: >» 
/ 2100 to $ : N i 


Mw 


e Douglas Fir Prices 


ixt r 48 KD 
x4 31 Dimension 5485 KD 
x4 B&Btr VG Flooring KD 
B&wtr Dro ling 
HA ‘ KU 
B&Btr S45 KD 
0 B&Bs iS KU 
12 B&B Ss K 
2% Timbers And Plank 


lox x 
bx 
( 


es 
21 Dimension (Green) 


22 & Btr. Boards (Green) 


e Southern Pine Prices 
(KD Stock) 


Vertical Grain Flooring 
BAB 
x4 Heart 
Flat Grain Flooring 
Ix4 
nf 
Drop Siding 
ix6 ite 


’ - 
x6 2 





Boards & Shiplap 


No. 1 Dimension 


No. 2 Dimension 


No. 3 Dimension S4S KD 


e Douglas Fir Plywood 


e Red Cedar Shingles 


Royals 


Perfections 


e { wing | oO. B 
’ ale were é t 
NE ASSOCIATIO 

1 to ¢ 


PONDEROSA PINE 

; /4kV ‘mW 
1) Sele 
Hot 


COMMON 


IDAHO WHITE PINE 
' V/4RW 6/4RW 


RI 
x RI 
4; UTILITY 
iS RWA 
SUGAR PINE 
‘ i/4RW 


44 


Cascade Earnings Up 


Cascades Plywood Corp. earning 


¥ 
for the second quarter will be highe: 
than in like period of last year Pres 
Charles W. Fox rep« rted to stockhold 
ers at the annual meeting. He pointed 
out that 1954 net earnings, despite a 
10-week industry-wide strike, were but 
ghtly below $1,404,000 and 
$1,615,004 ‘ 


H. W. Crook, O. W. Bettis and 
others are planning to organize a me 
ompany to build and operate a green 
veneer plant near Gold Beach, Ore 
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IN BALANCE? 


One of the above, either too heavy or 
too light, can seriously affect the 
ability of a mill to operate profitably 
It is our job at Heller's to supply the 
funds that can be used to buy or con 
tract for timber deck logs 

modernize and equip your mill 

carry lumber through a drying period 
and extend sufficient credit to your 


customers 


Few operations can be expected to 
have or need to have the necessary 
cash to do all these things themselves 
Many mills find that it is good sense 
to use outside funds especially when 


these funds can be drawn on at will to 


help do the complete job 


Our 35 years of experience have shown 
that our service applies best to firms 
who can profitably use from $100,000, 
to several million or who have a 


sales volume in excess of $500,000 


annually 


You are invited to inquire about our 
services and submit any problem or 


question you may have in complete 


confidence 





ACCOUNTS RECEIVABLE FINANCING 
FACTORING + REDISCOUNTING 
INSTALLMENT FINANCING 
MACHINERY AND EQUIPMENT FUNDING 
INVENTORY LOANS 


Walter E. Heller & Co., Inc. 


DEPT. TL 


105 W. ADAMS STREET, CHICAGO 90, ILLINOIS 


10 E. 40th STREET, NEW YORK, NEW YORK 
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Every Branch of Forest 
Industries Can Profit 
From Hydraulics Booklet 


© Performance of machinery for log 
Ming lumber and ply wood can be nh 

vith Vickers hydraulic equip 
Other advantages of Vickers 


equipped production equipment are 


prove ad 


ment 


lower operating costs, greater produc 
tion and lower maintenance costs 
Yorest industries are carefully cov 
ered in the latest Vickers catalog. It's 
i 12-p. 2-color illustrated publication 
describing the complete line of Vick 
ers components and power units for 
barker sawmill carriages 
deck units portable saw rigs 
lathes, lathe chargers 
handling vehicles and other 
industry equipment 


sanders 
vetnieet 
lumber 
lumber 
Among the prod 
variable 
transmissions split hy 


hoists 


ucts described are 
hydraulic 


speed 
transmissions piston type 

built 
pPurrips 


purlnps and motors custom 


power tnits and vane type 
md motors as well as a variety of 
valves and controls of spe ial inter 
est to builders of logging, lumber and 
plywood machinery 


Circle No. 6 for this booklet 


INSTANTANEOUS finger lever control for 
changing sizes for both side and center saw 
ing is a feature of this new Filer & Stowell 
6 vertical resaw with extra heavy setworks 


Size Change Made Quickly 


@ Any board passing through the re 


saw may be center or side sawed to 


nny size available on the control panel 
on the board through use of a newly 
patented device 
& Stowell 


Ihe new 


developed by Filer 


development is an in 
stantaneous shift set works It en 
ables the resaw operator to merely 
pull one finger lever to change to any 
desired set with the feed rolls ar 
ranged for either side or center saw 
ng 

This feature is 
to sawmill operators who lose two 


boards for every thin backing board 


ot sper ial interest 


which is center sawed 

Every mill man can get full ce 
scription of the new Filer & Stowell 
vertical resaws. Send for new litera 


ture. Circle No. | 
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Durable Binder Is Well-Suited 
To Needs of Lumber Industry 


@ Many firms in the lumber industry 
now depend on The Heinn Company 
Milwaukee, for custom-designed loose 
leaf binders that hold catalogs, service 
manuals ordet sheets or price books 
The photo shows one of several bind 
ers produced recently for a plywood 
and door firm 

sales 
advantages beyond the scope of tight 
Loose-leaf flexibility 
allows sheet changes so that catalogs 


Heinn stresses a number of 
bound catalogs 


ind manuals retain timeliness and 


correct sequence without being com 
pletely reprinted 

The covers made by Heinn are so 
durable that their unit cost 


over their service life 


figured 
amounts to as 
little as 39 cents a vear 

Complete information is available 


Circle No. 2 


New Boot Saves Feet 


@ Woodlands boots that will resist ax 
and peavey blows are now on the 
market. Mine Safety Appliances offers 
these boots f.o.b. Pittsburgh, Pa., for 
$30.00 per pair 

Besides being puncture resistant, the 
boots are wate rproot durable and flex 
ible Steel toes are built into the 
boots to protect the feet against 
crushing 

Sizes available are 7-12, full sizes 

For further 
No 5 


information circle 


New Veneer Plant at Coos Bay 
@ Coos Head Timber Co., Coos Bay 
Ore is erecting a new green veneer 
plant at the McKenna Millsite at Coos 
Bay. Equipment includes a Coe lathe 

SO «11S Ederer automatic lathe 
charger and a Redeo variable feed 
drive on the = lathe 
planned to start on Aug. | 
Smith is pre sident of 
limber Co 


Operation i 
A. Willi 
Head 


sawmill at 


( (ns 
operator of a 
Empire, Ore 
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EQUIPMENT PREVIEW 


Loggers: Here’s Rigging 
Information You'll Need 


e Whether you tractor log or yard to 
a spar tree, no matter what kind of 
log loading you do, Esco has a catalog 
that you will want for your handy 
reference. It's the new Logging Rig 
ging Catalog just printed 

The old 
standby for 
camps everywhere, has 
pletely revised. Requirements can be 
quickly selected from this new cata 


log 


book a 
logging 
been com 


Esco 
many 


rigging 
years in 


a section on road building 
construction equipment for the logger 
just circle No 
card on the opposite 


I here's 


It will be sent free 
~ PEP 


7 on th 
page 


New 286 HP “Cat” Tractor 


@ Caterpillar’s biggest, the new D9, is 
the first crawler tractor with a turbo 
charger 
These are concisely covered in a new 
booklet. Pictures of the tractor, 256 
hp engine, and turbocharger plus brief 
specifications are included. Copies of 
this booklet may be obtained Just 
circle No. 3 


It has many other features 


HERE'S A SCENE from Stetson-Ross’ new 
movie on pre-planning moulding production 


instructive Moulder 
Movie Now Available 


e How 
terhead 


to service the cartridge cut 
units Stetson- Boss 
planers and moulders is emphasized 
in a new colored sound movie. The 
title is Moulder Pro 
cuction.” It is available on loan from 


Stetson- Ross 


his movie 


used on 


“Pre-planned 


with grinding 
room proc edures in setting up moulder 
cutterheads. Film time is 20 min 
utes; film size—16 mm 


deals 


Lumber and moulding manufactur 
ers, trade associations and colle wes are 
urged to request this useful and in 
structive film. Circle No. 4 
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| PRESCOTT-PORTLAND SAWMILL MACHINERY | 


TRIMMERS 
Ay 28 vtec ee Hp CARRIAGES 
fee's’ SETWORKS 
Pan lag ‘e ' ._ ‘y EDGERS 
TRANSMISSION 











) 


BUY PERFORMANCE 
BUY QUALITY 


Specify 
Write or Phone ( 


a PRESCOTT sence: sane 
IRON WORKS, INC. 


2516 N.W. 29th Avenue Phone ATWATER 1178 PORTLAND 10, OREGON 




















see how you can produce 


more eased-edge lumber 36 million feet of stock 


at less cost with 
DISSTON PHILBRICK 


wm § froin one set of knives! 


Sounds unbelievable, doesn’t it? Yet, that’s low-cost, high-production Disston Philbrick 
the production record of one set of Disston Generated Type cutter heads and Disston 
knives—thanks to the superior edge-hold knives in your plant. Order them from 
ing qualities of Disston steel. Disston knife your Disston distributor, or write 

design allows free discharge of chips 

eliminates over-loading and clogging HENRY DISSTON & SONS, INC. 
makes possible maximum feeds. 793 Tacony, Phila. 35, Pa. 


Why not capitalize on the tremendous Other factories and branches 
demand for eased-edge lumber by using Seattle, Wash.; Chicago, Ill.; Toronto, Ont 


i ieee 








Long -Life Disston Knives Cut Costs 
Notice the new and worn-out knives 
above and how the latter retains its pat 
tern and wears right down to the end 





DISSTON HAS THE EDGE’ 





JULY 1955 THE LUMBERMAN 











e PROFIT 
e PERFORMANCE 
e PRODUCTION 


PETERS LOG DECK 


@ Fast and Accurate 
@ Plenty of Speed and Power 
e Air or Hydraulic Operated 


Speed up your log handling and turning with Peters 


* Complete Unit Log Deck. Its fast, accurate, handles 
* logs with a minimum of damage. Individually pow- 
- ered and controlled hook has a separate, protected 


cylinder mounted inside the arm. Turns down on deck. 
ve Can be used in conjunction with flipper for reloading. 


‘ 
{ \ ert 
. 
‘ 


oe oe Profit with a! 
a, arg mW ts) 
He P. é f é f S co. pers” 


1933 5.8. UNION AVE . PORTLAND, ORIGON « PHONE TA 5146 











Wherever you travel Vi COMFORT with ECONOMY 


in 
SE 
Cel i . PORTLAND / 
Handlery Hotels of California are renowned Me, 
for their modern up-to-date hotels; ss Wi ‘ 
OREGON 


friendly hespitelity, and helpful service. 


W San Francisee 
ALEXANDER HAMILTON » Portland's fine home-like hotel in the center of the 


——ee city—Unsurpessed service and fine cuisine makes (> 97... 
we STEWA > your visit one of happiness and comfort. 
Downtown on Geary St. at Union Squere , 


Our rates are especially reasonable. All rooms with 
r SALIFORMIAN private beth, Singles from $3.50. Doubles trom $4.50 
Completely air-conditioned Drive-in Garage _ 


& Sen Diege 

—The EL CORTEZ Hotel 
NOW OPEN—The New $2,000,000 
Caribbean wing... Drive-in Gorege 


OTHER HANDLERY HOTELS 
SAN PRANCISCO .. . Hote! Der 


Lobe Merrit Mote! 
Hertel Don 
Hotel Wolf 
Care de Velleio Motel 
. Motel Weediend 


wooo. 
OROVILLE Oroville Ine ‘ ‘ PRR Se DD bee 
2 — we ny LT Eg ape hone fie Coctesi tas Ndbdd Jt: LAE 
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Evans Heads NW Section 


e Harold Evans, executive director of 
Plywood Research Foundation la 
coma, is the 1955-56 chairman of 
Pacific Northwest Section of FPRS 
Elected along with Evans at the win 
ter meeting were J]. R. Stillinger, Ore 
For. Prod. Lab., vice chairman, and 
R. W Wellwood. | of B. ¢ See 


treas 


Trustees are Robert Conklin. (¢ is 
cades Plywood Corp and J. E. Lode 
vick, Weyerhaeuser Timber Co 

Next section meeting is tentatively 
scheduled for Vancouver in October 


Louisiana Forest Figures 


LOUISIANA’S FORESTS ARE grow 
ing more timber than 1S being cut 
according to a recent survey of the 
State's forest resources. Because stand 
are understocked however growth 
still is only about half of the poten 
tial yield The report made by th 
Southern Forest Experiment Station 
I S. Forest Service, New Orleans 
indicates the state’s forests are grow 
ing 716 million cubic feet of timber 
annually including 2.8 billion bd. ft 
of sawtimber, compared with a cutting 
volume of 366 million cubic feet of 
timber, including 1.4 billion bd. ft 
of sawtimber, in 1953 


16,128,000 acres of the state’s total 
land area of 28.903.700 acres is for 
ested, about the same percentage as 
in the middle 1930's when the first 
state survey of forests was mac 
Louisiana's supply of all merchantabl 
trees ot poletimber size or larger to 
tals 12 billion cu. ft. This is about 
5 percent more total volume than in 
1934-35. Softwood volume increased 
11 percent, hardwood 2 percent 


The volume in sawtimber trees is 
15 billion bd. ft. Hardwood sawtim 
ber volume dropped 6 percent since 
the initial surve softwood volume 
increased 12 percent. Total sawtimber 


volume is up about one percent 


The state’s forest resources support 
some 500 sawmills, 8 woodpulp mill 
and about SO miscellaneous wood 
using plants. The 8 pulp mills are 
now using more pine annually than 
the state’s several hundred sawmill 


according to the surve' 


M. C. MILLER, pioneer lumberman 
of Cle Elum, Wash., recently died at 
age 92 An immigrant from Alsace 
Lorraine while still a child, he started 
on his own at age 12 and after a varied 
career, founded the lumber compan' 
at Cle Elum bearing his name. It i 
still an active mill and is managed b 
his son and daughter 
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te Klamath lron BANDMILL 


Designed to Boost 
lumber production 


Shown here is the Klamath Iron 
Works Pacific Coast type, 8-foot 
bandmill. This unit is completely 
equipped with electric lifts ex 
tra heavy construction . . . designed 
for ease of installation . knife 
edge strain . . . roller bearing ar 
bors 


Original designers and builders 


KLAMATH 
IRON WORKS 


P.0. Box 129, Klamath Falls, Ore. 


Representatives 


ted States Machinery Co.. New York 
gton Mach. & Supp'y Co., Spokane 
Power E jyuipment Ltd Vanccu 





Lawson 


LUMBER 
STACKER 


THIS INSTALLATION 
IN NEW MEXICO 


for the Duke City 
Lumber Company, is a 
Lawson which easily 
handles from 13,000 to @ 
20,000 feet of lumber an 
hour. Upkeep is extreme 


Gets the 
Job Done 


quicker — better — cheaper! 


WE'LL PROVE IT! A lawson lumber Stacker can easily handle up to 30,000 feet 


We can prove to you that a of lumber per day per man and you know whot savings an operation 
Lawson Stacker will save like that can mean 
big money on your opera 

tiene ond will be ene your get the job done quicker than ever before by old methods. Your 


Furthermore, these stackers are keyed up to 


most valued pieces of equip lumber comes out ready for drying even ends and spaced tight, 
ment. Write and we will | 
cond complete fects ond oose of medium os you wish it. You'll like a Lawson Stacker for they 


literature are engineered and built to operate contir vously and economically 


LAWSON STACKER CO., P. 0. BOX 4813, MEMPHIS, TENN, 
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PICK UP YOUR 
LOADER’S 


"WORK CAPACITY” 
one-third or more 
with a GM 
TORQUE CONVERTER 


THE “NEW DIMENSION” 
IN POWER APPLICATION 


The GM Torque Converter eliminates Shock 
Loading smooths out the flow of power 
at all load levels. Saves equipment, main 
tenance cost, and SHUT DOWN TIME. Irons 
out countless operating “kinks” that add up 
to hours of time lost often saves extra 
manpower 









Gunderson Bros. has supplied C. M. Torque Con 
verters to many Oregon and Washington timber oper 
ators, including those listed below. Ask them how 


For Complete 
information, Write 


EQUIPMENT 







much their smoother torque Converter power has DIVISION 4 ‘ 
increased daily production lowered operating 
= GUNDERSON BROS. 

Hegewald Lbr. Co Volsetz Lbr. Co RPO TION 

Stevenson, Wash Valsetz, Oregon RA 

Broughton Lbr. Co Western me Co ENGINEERING co 

Cook, Wash Valsetz, Oregon 
, w 2200 W. 6th 
5. D. S. Lbr. Co, Bingen, Wash 225 soe 


PORTLAND 9, ORE EUGENE, ORE 








You Can't Beat a 
PRINEVILLE TRIMMER for Ruggedness 


Check these features against other manufacturers before buying— 
You'll choose Prineville: 


All-steel welded frame 

Steel ladders 

Independent Ladder Hangers 

Long heavy-duty fable 

Extra large ball bearings throughout 


Heavy-duty cylinders and electric valves 





Job proven with over 20 years of manufacturing 
and designing trimmers 


Write or phone for bulletin 


PRINEVILLE MACHINE & SUPPLY COMPANY 


Phone 6225 PRINEVILLE, OREGON P. O. Box 85 
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Boom Boat Aids Salvage at Idaho Mill fuel, and lumber 


4, Baier steel-hu 


ond boat was pur- 


hased last year | Boise Payette Lum 
ber Co. for eneral pond work at the 
firm Cascade Ida. mill. This boat, 
powered | 115 hy Chi ie! marine 
engine, recently took on an additional 
role—that of , n inker logs and 
transporting the airecti to the mill 
og hau 

By ear! mer one pondman wa 


recovering 9,000 ft. of log 


per day with 


th boat Furthermore, both operator 
ind boat worked considerable time at 
otner pond dutie According to sawmill 
Supt. R. G. Sheldon, at this rate the 
boat will pay for itself in recovered log 


Lome Vithin a eal time 


He estimates the olume of sinkers on 
bottom of the pond it at least one mil 


f 


ior eet To date the recovered log 


ave been almost exclusively pondero a 
) in wonderful condition”. The 
pond has been used as log-storage area 
truction of the Cascade mi 


pine and 


ince con 


in 1927 





DEEP WOODS SCENE is duplicated in this 
outstanding display of McCulloch chain saws 
in the showrooms of Riley Logging Supply Co 
Eureka. Calif Backdrop 1S painted in natural 
colors and shows typical logging area: fore 


and McCulloch 


ground features natural logs 
saws. Riley Logging Supply Co. is also dis 
tributor for R. Hoe band saws. circular saws 
both solid and inserted tooth, bits and shank: 
blades and knives. The company also sells 
grinding wheels and 3M abrasives 


The Willis 


? 
mowers 
t+ Sedro Vi 


) 
I earson 
1 


. " 
l,j 
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Edger Anti-Kickback 


Devices Are Shown 
rHE ACCIDENT PREVENTION 


Division of the Oregon State Indus 
Boise Payette Lbr. =! trial Accident Commission has pub 
IN OPERATION, Beier lished an informational brochure 
pond boat itop : : 
heads out for another Edger Anti-Kickback Devices”, which 
turn of sinker logs in is available upon reque st 


pond of Boise Payette 
Lumber Company, 
Cascade, idaho. Bot 
tom, a turn of tour 
sinkers is berthed 


Missoula Firm Celebrates 

@ Missoula (Mont White Pine Sash 
Co. recently celebrated the 35th an 
niversary of its founding and paid 
tribute to 29 employees 
Poday the plant produces 3,500 win 


dows and 


veteran 


1.000 window and door 
frames per clay plus assorted by pro 
duets such as toy stock, wood waste 
About 300 men are 


currently on the pay roll, which 


mmounts to $1,125,000 annually 


WITH A 


Som a 
> MOULDER 











THIS VERSATILE 
CARTRIDGE SPINDLE 
UNIT 


SAVES YOU TIME AND MONEY... 
INCREASES PRODUCTION, TOO! 





You cut “down-time” to a minimum Cartridge Spindle Unit 
nerease moulder productio! t Other outstanding features of the 
th Dependable’ Klectre I t Dependable Klectro Unit Drive 
Drive Moulde: With Dependabl Mouldet include triable pindle 
ersatile Cartridge Spindle Unit, you peeds (up to 6000 RPM) without fre 
in pre-plan your moulder product quency changer triable speed drive 
Y ‘ } etot p I (20 L50F VM); large maximum cut 


“with cutter yrinding ind t t { circles; dynam illy balanced 

\ able product time ! pindle and 100! ball and roller 
After op r Dey } } , 

I ler in a production shoy You, too, can profit from Depend 
pany reported ! n-t it ble’ Klectro-Unit Drive Moulder, 

f 2 hours to : ite | ‘ I rite today for full informa 

Other plant report ! ! ng tion or k for Dependable’s NEW 

because of Deper n rem Die Bu tin ¢ 12 


DEPENDABLE BUILDS: 


ws >Ww 37ers 
Knit, Iointer Blow f 
. Cutter } ; 
k MV MACHINE COMPANY, INC 
d ’ ° 
rie 3 3 \s v¢ GREENSBORO NORTH CAROLINA SA 
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The 


SAFEST 
HOOK 


You Can Buy! 





THe 
THOMAS LAUGHLIN DIVISION 
American Hout and 


‘ Derrick Co 
DEPT. 156, Pertiand, Meine 


Please send me catalog of your complete 
wire rope and chain fitting line 


Company 


Address 


| Name 

















Loggers Affected By New 
Laws in Washington State 
e What did the 
that will affect logging operations in 
Washington? Pacific Northwest Log 
vers Assoc. has outlined the main bills 
all of which went into effect June 
1955 


recent legislature do 


Forest Practice;, Bill No. SS6-—Tight 


ens enforcement of forest practice 
act. Further details the procedure 
for Supervisor of korestry to re 
stock after log 


ging if an operator or owner fail 


lands five years 


to do so after one year's notifica 
tion, and to charge owner up to 
$16 per acre which will consti 
tute a lien against land 

Yacolt Burn, Bill No. S199— Permit 
the use of prison labor under 


Sstipervision ot 
Public 
ects such as the 


of Yacolt Burn 


Department of 
Institutions in work proj 
re h ibilitation 


S. Y. Unit, Bill No. $S203—Creates a 
State Sustained Yield Forest No 
® the state granted lands in the 
Pilchuck and Sultan water shed 
Appropriates $10,000 for the 


sSuUIVeyVSs ap and 


making ot | 
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KENNEDY - Stevens 
Lbr. Co, Eureka 
Mont. uses unique 


racks for quick un 
loading of incoming 
cants at stud mill 
producing 8 mill. bd 
ft. annually. Row of 
concrete racks 
spaced for flat bed 
truck width, are 40 
above ground at en 
trance side top 
photo 54 inches 
above ground at exit 
side (middie photo 


Truck drives over 
earth “bump” in 
middle ‘top photo 


keeps on driving 
leaves cants on rack 


without driver as 
sistance. From con 
crete racks cants 


are handled by D4 
Caterpillar with 
Traxcavator model 
HT4 ‘bottom photo 
which keeps up with 
daily production of 
32M board feet on 
a 150 foot long haul 


logging 
units. Places control under pres 
ent Sustained Yield ¢ 
Governor 
State 


Conset 


dividing the area into 


ommittec 
Land 
Auditor and 


vation and 


consisting of 
(Commissioner 
Director of 
Deve lopme nt 


Fire Protection, Bill No. HS4—Estab 
lishes closed season from March 
15 to October 15 for western 
Washington, April 15 to October 


15 tor eastern Washington, with 


power given the Supervisor ot 
Forestry to change these dates 
Snag falling requirement 1S 


changed to the following: on 
areas where only part of the live 
merchantable timber is cut, the 
non-merchantable 
felled shall be 
portion to total non-merchantable 
of timber of 
12”” D.B.H 


volume of 


number of 
snag to be in pro 
snags as the volume 
green trees cut over 
is to the total 
trees Minimum — fire fighting 
slightly changed A 


watchman required for minimum 


such 
equipment 
of 2 hours following time a spark 
emitting or electric engine ceases 
operation 


Log Patrol, Bill No. H117—The licens 
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INDIAN 


PORTABLE FIRE PUMPS 


Are “Choice for Quality the WORLD OVER” 





with INDIAN FIRE 





rPuMPSs ne 
equipment used by the t s 

INDIANS are 
Many 


same Forest 
Servs ice high in efficiency 


low in cost pumps 20 years old are 
etill im wae 
Fire fighting experts say 


‘INDIAN FIRE PUMPS The 


are worth their weight in “ONE MAN” 
Fire Departments 


gold”. & gal. tank slings 
back leaving arms 


ORDER NOW—to- 


morrow may be too late! 


D. B. SMITH & CO. 


“Established 1888" 





free 














421 MAIN ST UTICA 2, N. Y. 
‘Cc 
2 4 





Just as Fisher's have chosen the finest 
ingredients to develop products of 
the highest quality, they have used 
the same care in selecting General 
Appraisal Company to furnish prop 
erty valuations that are beyond ques 
tion. Whatever your need for an 


appraisal may be, you will find that 
General Appraisal has been a recog 
nized authority since 1902 







GENERAL 
APPRAISAL CO. 


PORTLAND 
GArfieid 0095 
LOS ANGELES 
TRinity 9631 













SEATTLE 
SEneca 6655 





SAN FRANCISCO 
SUtter 1-2056 
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ing of log patrols and their boats 
and all of the 
log patrol matters is transferred 


administration of 


to Supervisor of Forestry The 
registration of log brands. still 
remains with the Secretary of 
State and the handling of the 


log patrol re volving fund remains 


with the Tax Commission 


Bill 


“ass 


No 


sors to 


$371 
revalue all 
1958 
sc he dule for 


laxation, Requires 
county 
taxable property by June | 
and to establish a 
four 


Mar h 


revaluation every 
EHective 


comple te 
vears thereafter 
IS. 1955 


Bill No Sub $136 


maximum speed limit for 


Speed Limit 
Raises 
trucks and combination of 
cles to 50 
present 10 


ve hi 


mile S per hour from 


miles per hour, and 
to 60 miles 


with provision for Commission to 


iutomobile per hows 


cle prcate lowe where 


speeds 
conditi ms Warrant 
Highways, Bill No 


$490 Omnibu 


Highway Bill. Authorizes addi 
tional 12 inches over the present 
12'2 foot height for vans, with 


either a permanent or removabl 


covered root ind for motor cul 
transporters provided public iu 
thoritic 


s need not maintain verti 


clearance of 


anny road ar 
treet in excess of present | 2! 
foot requirement permits th 


highw i\ of 


seormiety tiles 


operation. on truck 


tractor ind a trailer 
in combination subje ct to present 
60-foot le nath 


regulations of Highway Commis 


maxinum ind to 


ion provided that the combina 
fully 


weight 


tion 1s licensed; continue 
the gros 
two-axle pole or semi-trailer and 
load at 32,000 pounds but raises 
the full trailer limitation to 36,000 
pounds; fixes fee 


i trailer, the 


limitation of a 


for licensing, as 

converter 
with a semi-trailer 
speci il we ight 
for log trucks to prov ide for can 
cellation of the 
third COTW 


vear in 
combination 


unends permits 
permit upon the 
violation of 
the permit rather than upon the 


ction for 


first violation; continues the Joint 
Pact-Finding Committee for the 
ensuing biennium. Effective April 
1, 1955 

Excavations, Bill No. S102—Old wells 
or other excavation 10 invehe 
ind over in width at top md 4 
feet and more deep ire i public 
nuisance une refilled or if 
yuarded except ob ou excuva 


tions of over 100 quare feet 
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THIG LUBRICANT 
DOUBLES THE 
LIFE OF GEARG” 


—soys TRINITY ALPS LUMBER CO. 


Hayfork, California 








a 





“Our trucks have a forty mile 

county road logging haul over 
adverse grades, each truck making two 
complete round trips each working day. 
Our shop foreman in charge of mainte- 
nance, reports that with the use of 
LUBRIPLATE Lubricants there has been 
a minimum of truck down time and re- 
placements of bearings and gears. The 
double reduction gears with LUBRIPLATE 
APG-140 has shown a saving of fifty 
per cent over previous operations.”’ 


REGARDLESS OF THE SIZE AND 
TYPE OF YOUR MACHINERY, 
LUBRIPLATE Grease ano 
FLUID TYPE LUBRICANTS WILL 
IMPROVE ITS OPERATION AND 
REDUCE MAINTENANCE COSTS. 




















~— Ae 
LUBAIPLATE 


M 
MOTOR O! 





LUBRIPLATE is LuBRIPLATEH.D.S 
available in grease MoTor OIL meets 
and fluid densities every requirement 
for every lubricat- for gasoline and 
ing need, diesel engines. 


LUBRIPLATE DIVISION, Fiske Brothers Kefining Co. 
Newark 6, N. J. or Toledo 6, Ohio 


DISTRIBUTED BY 


Camobell Industrial Supply Co 
Nott-Atwater Company 
Geedyear Rubber & Ashestos Co 
Moty & Van Dyke, tne 
Hendrie & Botthefl Co 
Gartinghouse Brothers 


Seattle, Washington 
Spokane, Washington 
Portiand, Oregon 
Kiamath Falis, Oregon 
Denver, Cotorade 

Los Angeles, California 
industrial Bupply Co Billings, Montana 
Fleck Brothers, Ltd Vancouver, 6.6 Canada 
Campbell tndustrial Supply Co Washington 
Dodge. Vakima Supply Co Washington 
industrial Lubrication Supply Ceo Oregon 
Miller & Stern Supoly Co San Catifernta 
Degen Fiege Co California 
Hudson Equipment Co San Diego, Catit 
Sawtooth Company Roise, tdahe 
Witkinson & McClean, Ltd Alberta, Canada 
Bart. Sayer Co €i Centre, Catt 
L. A. Rubber & Asbestos Works Los Angeles, Calif 
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Tacoma 
Vakima 

fugene 
Francisca 
Los Angetes 


Calgary 

















60-TON KREFELD press. Oilgear hydraulic machinery transmits power FORMING MACHINE. Fiberized shavings in hopper at left feed onto 
to six-inch and 36-inch rams. Forming machine shown at extreme left forming trays, receive the first heat treatment, then move on to press 


Boards Are Made From Shavings wid team ote age Pe Al 


the engineering consultant 
A press three toric high and 


in a new southwestern plant that was specially — weighing 60 tons then consolidates 


engineered to utilize planing mill leftovers 


PINE SHAVINGS IN the Jacksonville 

lexas area are no longer usele vith 
the new half-million dollar Wynn 

wood Product plant nov in Operation 
This installation convert havings it 

to high grade pressed boards for the 
building and furniture industric 


The plant, designed and engineeres 
by Columbia Engineering Co. of Cor 
vallis, Oregon and Vancouver sritisl 
Columbia vil constructed in LO 
month Market surve proce cle 
velopment and engineering of the 
plant took ipproximatel one eul 
Super isect by personnel from the er 
gineering firm, it swung into produc 
tion earl this vear and is current] 
turning out approximatel 16000 
sqpuare feet of %-inch thick board per 
day 

The onl plant of its kind in the 
southwest and one of a half-dozen i 
the entire United States, the Wynne 
wood operation employ ; 30 people 
ind will utilize some 12 million cubis 
feet of shaving vhich had previou | 


the boards to the desired thicknes 
under pressure up to 500 pound pel 
square inch while heat from steam 


been burned ever ear as leftover heated platen sets the synthetic resin 
from planing mills in the Jacksonville binder. The pre imported from Kre 
rea, The proce is full iutomatic feld in West Germany, is mounted on 
from the time the shavings are sucked i heavy concrete base resting on solid 
from the tran port truck until the rock and ha 10 openings illowing 
finished boards reach the wrapping the same number of four by eight 
tulle foot boards to be turned out at one 
Immediately after leaving the truck time. Boards from “4-inch to 1% inches 
the shavings are fiberized in a ham thick can be produced 
mermill and blown to two 2200 cubic An automatic trim saw cuts the 
foot storad ilo each holding ip boards to size and the surfaces are 
proximate! one da upph smooth finished b i 6-drum sander 


The boards can he sold a thes come 
FROM THE SILOS the fiber goes to from the sander but 


i surge bin from which it is fed at ar 


are normal) 
overlaid with a patterned pla ti Wi 
iwecurately determined rate to a mixer face bonded to the board. Since the 


vhere it is continuously blended with underlving boards have no grain to 


the correct proportions of size and bleed through the pattern, these 
resin, Automatic alarms sound a warn plastic surfacing sheets can be ey 
ing should any ingredient be added at tremely thin 
i greater or lesser rate than the re A second plant engineered by the 
cipe” calls for Corvallis firm i located in New 
Further refining and blending i Hampshire ind differs from the Jack 
then wcompli hed in a double cise sonville plant in that iwmill slab: 
ittrition mill, following which the mi» and edgings rather than havings 
ture is formed into a continuous mat ire used as the raw material 























Showing Pressed in 
Ball Bearings 
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NOW! Ball Bearing Roll Top Chain 


PORTLAND CHAIN 
MANUFACTURING CO. 





Portland Chain’s PORTALLOY roll top pro- 
vides the easiest transmission to speed up 
your lumber handling. 


PORTALLOY roll top is available in rubber 
covered chain for handling select grades .. . 
or critical inspection. 


WRITE FOR DETAILS Cr } 
ry 

Oe 6) 
: ” portaioy 
_ Roll Top Chain 






Portland. Oregon AlTwater 9219 
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Powerful Turbocharged Cummins Diesel Engine 
Equals HP Rating of Engine 800 Ibs. Heavier 





LEADING TRUCK manufacturers are now 
tfering Cummins new model JT-6 engine as 
standard diesel power for their lightweight 
space-saver designs. This is the Cummins JT 
6 Turbodiesel. Cummins Engine Company 
Inc., Columbus, Indiana, is now in full pro 
duction on its newest member to the Cum 
mins Turbodiesel line—the 175 horsepower 
Model JT-6. Weight of this engine is only 
1615 pounds or 9.2 pounds per horsepower 


Li ) hip Luu 


announced ly 


@A ie 
bodic el ha been 
Cummins Engine Co., Inc... Columbu 


Ind It is cle JI 6 and i 


ignated the 


i six cylinder, in-line type with 4's 
bore 5 troke ind di placement ot 


Installed in a truck, the 
1.615 Ib or Y 


101 cu. in 


11-6 engine weigh 


lb per hor epowel! The 11-6 ‘Tu 
bodiesel weigh SOO Ib le than 
other Cummins Diesels of equuiy ilent 
hip umd j comparable in veight to 
Vil ernie ot imilar DOWCT 


believe that th 
11-6 


official 
cle velopment ot 


Cummin 
lurbocic el 
el histor 


represent i milestone in cic 

The high hos epowel light weight 
ind the diesel econom ire expected 
to appeal especially to operators using 


Allis-Chalmers Announces 
New Diesel Motor Grader 


@ Allis-Chalmers call attention of log 
rers to the Model D Diesel motos 
frrader (pictured above vith a me 
Allis-Chalmer 6-cylinder valve-it 
head Diesel « ine rate t 5O brake 
ix. hy lf Phe Model D 
wotor grader I tinue in the 
rie th i e¢ me 
Direct elects tart 0 Diesel 
fuel ji pro ided | a 12 it startin 
te! | rporated i thi i 
ngine are teature uch a repla ( 
ible vet-type ¢ linder linet by pa 
lin tem tl high « pu it 
vater pump pressure lubrication 
iluminum ill | t I ple easil 
erviced fuel injection tem md 


1955 
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trucks 
classification 


of 19.500-26.000 Ibr. GVW 


FURBOCHARGING IS the key to 
the high horsepower available trom 
this The JL-6 utilizes 
the normally wasted energy of the 
added 


small engine 


exhaust gas to create power 
[his 1s accomplished by pipmg the 
exhaust through a turbine which wb 
element ot the turbocharger. Ex 
pansion directs the exhaust gas against 
the turbine blades causing the wheel 
to rotate at high speed. A centrifugal 
Lrrape lle - mounted on the same shaft 
draws tresh 


itake tail 


one 


but in a separate housing 


iir and blows it into the 


fold and cylinders under pressure 
More weight of tresh air is forced into 
the cylinders and a greater quantity 


if fuel can be burned completel 
This create 


heel. The 


more power at the fl 


}1 6 deve lops 1) per cent 


nore powe! than the naturall ispul 
ited model 

The |T-6 is available in Diamond ‘I 
model 723-C tilt cab and 723 conven 
tional tractor breightliner's pace 
maker Hendrickson BD-24 puce 
iver; International serie 190. 200 
YOO and 400 tilt cab. conventional and 
uper-space iver design Kenworth 
ib-be ice engine tractor W hits hie 
O00 TID pace ive! 
PTHE CUMMINS PT Fuel System i 
i feature of the 1 6 

The PT Fuel System is a continuou 


J 
reeds it 


flow t p ind con equentl 
no fuel 


Phere ive 


Cirriirig idju trent 
rack or plunges pump to iciitist 
Check valve injector valve Hout 
ilve and other troublesome feature 
of other diesel fuel tems are com 
pletel eliminated \ innapole fly ball 
type governor control idling peed 
ind limits maximum peed 
Full details on the JT-6 are avail 
ible Ju t write the word Clummmnin 


re pl 


bu ite 


rw 


PEP 


rave | 


V1 eS on the 
card Oppo ite | 





cle ill fuel 


four filters to assure 


Weight of the Model D Diesel 
9 350 Ibs. with 2.760 Ibs. on the front 
vheel ind 6.590 Ib 0 the real 
vheel Blade pressure 1.900 Ib 
Speed ith 7.50-20 tire ive tro 
2.6 mbhp in first gear to 25.2 mhp TD 
fourth gear 
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MACHINERY & EQUIPMENT 





Hyster’s ‘““Monomast” 
Is New This Month; 

Visibility Greater 
©*A REVOLUTIONARY 


mast on 


DESIGN 
ol ome i lilt) truck 

Monomuast is 
during this month 


comsisting 
the Hyster 
troduced nationall 
Mon 


Cor catiane 


bye Wiwk oth 


ibove) provides pan 
with 
The 


rmriast 

isibility 
conventional upright is 
Carn degune Monomast 
ist ol two 
tele ‘ 


hie 
not po sible 
semblie 
ecnginecnrimg 
one 


box-type section 


Opmig vithin the other 
ol job and Hy 
indicate the 
faster 


tinnits 


Dhow incl ol hous 
ter proving ground tests 
MONOMAST ce will work 


than compar ible conventional 
The 1 allows the 


ew unit 


operator a 


clear, unobstructed vie to both fork 
wid load, permitting faster operating 
peed and reducing driver fatigue 


untages of 
faust 


operating ac 
er ibility 


Additional 


fered are faster maneu 


er ipproach more accurate load plan 
ind iter load handling 

POTAL WEIGHT of the MONO 

MAS upright i thout the ame a 


cbc buts its tu 
icknowledged to be 


tandard t pea 


bouadias cle iii ot 


even stronger than comparable mod 
el Porsional rigidity in the mast has 
been increased SO% and mast deflec 
tion reduced 50% over conventional 
upright ol mast issemblies it sob 


( laine d 
Thi new cle wt 


crease in hoist peed 


illow i 
Load 


4% feet per minute 


| ) iti 
raising 
with 


peed j now 
i load low 


i corre ponding icrcuase 
ering peed 
All standard attachment 
mounted on the Monomast at 
non-hydraulic at 
tilable The 
conventional and can be 
field-installed on current three and 
four-thousand Hyster models UC-30 
nd YC-40 without alteration 
The Monomast equipped YC.-40 j 
li pla it Hyster dealer ( italog 
! ition cat now be ob 


nd specifi 
Monornast 


hydraulic 
can be 
tachment « inrhage 
tachment ine ilso i\ 


mounting 3 


tained ist write iH ter 
on the “PEP” business re ply card op 
posite Page 12% 
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What's New With.... 


@ Manufacturers 
e Distributors 
®e Suppliers 


© A-B Corporation, Beaverton, Or 
has been appointed U. S. distributor 
for the A-B diesel-powered saw manu 
fuctured by the famous Jonsereds Co. 
of Sweden one of the oldest and 
largest manufacturers of equipment in 
hourope 

his diesel powered aw has a s hp 
motor and weighs 19 Ibs. without a 
bar and chain No propa wii ! 
needed to operat this powell i 






































The tise the ylow plug iwnition 

These saws have been operating sine 

1950 ONE MILL & ONE POWER UNIT—An average of 1,250,000 board feet of lumber annually has 
The principals of A-B are Henry been turned out for the last seven years by the F. F. CAUDELL mill near Seale, Ala. International 


UD-18A power unit runs entire operation—a Frick sawmill with 48-inch saw, 200 feet of dust 


t j lo ‘ ly ‘ ‘ ary 
Atkins, on — in charge chain, a three-saw Frick edger and a 28-inch cutoff saw. Production runs 12,000 feet per day 


of manufacturing for E. ¢ Atkins & 





Co., and Ray Bartl, who was formerly nae x x 
with FE. C. Atkins. Mr Bartl also was ® Weed Control Service, Inc., Port 
in charge of chain saw sales for a large land Ore western distributors tor 
manufacturer Fitchburg portable chippers, have ap 
~** pointed the following dealer Fred 
© Premier Manufacturing Co. recent! EK. Barnett, San Francisco, Hureka and 
moved into their attractive new factory Klamath Falls; Far West Equipment, 4 
building at 4434 S. E. 25th, Portland Spokane Wash Saw Tooth Co., 
Or The factory provides ample Boise, Idaho, Saguaro Body & Equip 
manufacturing space and = parking ment Co., Phoenix Ariz.. L. S. Hoff 
space for their customers, This com man, Corona del mar, Calif The 
many manufactures Premier hitches for | . hburg chippers have proven ver Norton Moves West 
ogging trucks. Manager of the com helpful to large operators in eliminat : 
pany is D. S. Wiess. a fire hazard Pure 4 NEW PLANT (above) for the manu 


facture of grinding wheels is being 
equipped and will bye ope ned January 
1, 1956 at Santa Clara, Calif., by the 
Norton Co Worcester Mass The 
one story plant is at 2555 Lafayette 
St., 45 miles south of San Francisco 
It is the first on the west coast manu 
facturing a full line of vitrified, o1 














MORE EFFECTIVE PROTECTION 


CITY + RURAL + FOREST 


MODEL 6600 PUMPER —instently Self Priming—Neo weilt- 
ing when seconds count 

HIGH PRESSURE—Uce one oF two hard-hitting streams or 
fre-rienketing fog-sprey 

LIGHT WHIGHT—tesily cerried to source of water or five ree 

Write for NEOPRENE IMPELLERS—Pump dirty woter os well os 


, cleen weter—erssure long life 
Bulletin 6600 f POWER—FEficient 4-cycle, air-cooled 5 HP engine known 


and serviced world wide 
BY-PASS VALVE, SPRING LOADED 
GREASE CUP, NO LOSS OF PRIME, 
PLUS MANY OTHER FEATURES 


MARINE PRODUCTS COMPANY tendent of packing and shipping it 


WEIGHS ONLY 110 LBS 515 LYCASTE AVENUE + DETROIT 14, MICHIGAN the Worcester plant 


WHY NOT SPEND A DAY LOOKING AT THE 
WEHRHAHN GANGSAW MILLS 


See how Efficiently and Successfully they Operate 


All Steel © Low Coat 
Water-Cooled Guides @ Automatic Lubrication 
All parts contained in One Machine Hody 
Crank shaft with heavy double-rowed spherical roller bearings 
V-belt drive optional 
Precision bullt for exacting performance and long life 
16°, 20°, 26", 32°, 20”, 42°, 48", 56" Openings 
Portables: 16°, 20° and 26 
WRITE, WIRE OR PHONE FOR NAMES OF USERS 
You will be surprised and pleased with the results they are obtaining 


Distributed in the United States and Canada by 


EVERGREEN EQUIPMENT CO. : 


1380 N. Larrabee + PORTLAND, OREGON «+ Phone: GA-1229 





Waitile and diamond vheel 





tenovating and equipping the plant 
vill cost about a million dollars. Much 
of the equipment is now being pul 
chased or specially built by Norton 
to conform to the most modern wheel 
making methods used at the main 
plant in Worcester Ceorue A. Car 
risa has been named plant haha ger 


Mr. Garrison was formerly superin 
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What's New With.... 


® Manufacturers 
® Distributors 
®* Suppliers 





New Panel Feeder 


BOTH LUMBER & PLYWOOD mills will find 
a use for the new Durand panel feeder. Sev 
eral teeders have been installed by plywood 
manufacturrs. In plywood, they feed panels to 
sanders or skinner saws, and in lumber, the 
feeders can be placed ahead of a planer. The 
machines are manufactured in Canada by 
Durand and distributed nationally in the U. S 
by A. M. Conway & Son of Portland, Ore 
Conway & Son offer their facilities for ana 
lyzing handling and feeding problems in con 
nection wth use of the new Durand feeder 
x*** 
@ Caterpillar Tractor Co. recently 
vathered its huge dealer organization 


into Peoria for an impressive “Exposi 
tion,” with more than 500 distributor 
auxiliary equipment manubacturer 


ind fie ld repre entative on hand it 
the home plant in Peoria 

President H. 8S. Eberhard reported 
1955 will be a year of unusual im 


portance in ofar as the introduction of 


new and improved ( aterpillar mia 
chines is concerned All these ma 
chines are outgrowth of a program of 


product cle velopment which we have 


been accelerating each year for man 
eal but vhich ha been given it 
rreatest: impetu during the past year 
und a half. Never before in a similar 
period in our history have we seen the 
results of so much engineering and re 
earch work translated into product 


realitic i vill be achieved this vear 





CH AIN ecu compahy 
= 





Chain Belt Opens 
Plant in Seattle 


e Chain Belt Co 
its new offices and warehouse at 2425 
Airport Way, Seattle 
plant to Chain Belt Co. specifications 


the management had in mind features 


. is now occupy ing 


In designing the 


vhich will add to the comfort and 
convenience of its personnel and also 
to facilitate the handling of order 
With lo.000 square feet of floor 
pace ivailable ill on on oor, the 
company ais to idd materially to its 
tock In fact it aims to carry what 
vill amount to a factory stock The 
stock will not only be larger but more 
varied, Also it is planned to carry what 
may be termed fringe stocks, namely 
items that are only occasionally re 
quired by customer: 
other 
wrive at the rear via railroad 
From that point the stock is moved 
toward the front by front lift) truck 
most outgoing deliveries going out the 
via truck. To facilitate load 
ing and unloading of truck 
idjustable ramp ha 
been installed Phi ive time and 
effort 


Most incoming chain and 


ters 


front door 


ith tive 
ous automat 


All stock is handled on wooden pal 
lets. In the old First Avenue plant 
which the company occupied for ”) 
vears, the pallet system was not used 
A system of bins including many Roto 
Bins now facilitates the efficient, rapid 
handling of small items 


The very latest office facilities have 
been provided including semi private 
offices for salesmen, a room for con 
ferences and showing of pictures, and 


drafting work; utility and lunch room 


Sore SOO cpunare feet of paved 








customer parking space has been pro 
vided 

The roof of the 
ported by 


building is sup 
;-inch laminated wood 
There are no posts 

The Seattle branch staff headed by 
W l Nichols shown above i mod 
ern offices covers Northern Wash 
ington, N. Idaho, B. ¢ and Alaska 
Ih Vancouver B ( the following 
distributors handle Chain Belt equip 
ment: C. W. Brockley & Co., Ltd., all 
industrial products Kleck Bros., Ltd 
roller chain; BC) Brg. Engineers, Ltd 
with branches in Calgary & Edmon 
ton, Shafer bearings; R&aM Brygs. Co 
| td Shafer anti-friction bru for all 
( mada 


the ribo Ts 


x*** 
Corvallis Lumber Co. 


e Corvallis Lumber Co., Corvallis 
Ore are liquidating their plant 
through Bader & Carroll, Portland 
( omplete data about the equipment 
for sale may be obtained from the 
Bader & Carroll Co 
**e* 

@ Bader & Carroll, Portland, Ore. have 
recently been appointed dealers for 
the Ideal sidehead grinders manufac 
tured by Shortt Saw & Knife Co., 
Pacoma, Wash. Stocks are carried in 
the Portland store 









MATER 


" MACHINE RY 





New MATER “C” CARRIAGE 


automatic, efficient, engineered! 
Designed especially to handle logs 42-48" diameter 


Inquire about: Mater Middleweight, * 


Duty Carriages 


". Standard Duty, 
there's a Mater engineered carriage for your mill. 


MATER MACHINE WORKS 


and Heavy 


e Corvallis, Oregon 


Modern Sawmill Machinery 














PORTLAND, ORE.: 307 SE Hawthorne, PHONE EM-1131 


J. W. MINDER CHAIN & GEAR CO, 


LOS ANGELES 1, CALIF: 6011 S. Central, PHONE AD-3-7221 


Everything for the Mechanical Transmission of Power 
Dodge Mfg. Corporation - Moline Malleable Iron Co. - Timken Roller Bearing Co. - U.S. Electrical 
Motors - Hewitt-Robins, Inc. - Morse Chain Co. - U.S. Rubber Co. (Timing Drives) - Ohio Gear Co. 
4LSO OUR COMPLETE MACHINE SHOP SERVICE 
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Machinery Men 


... in the News 


® Allis-Chalmers Mfg. Co. announce 
realignment of it operating division 
Robert S. Stevenson president, state 

We are establishing six major operat 



































ing division each to be headed b i 
general manager; three will be in the 
inclustrie group former}: known a 
the vem machine div on and 
thee will bein the: tracer aves! PAT. & DOUGHER. BRUCE SCHULBERG Meet ED BURR. who CHARLES W. FRED 
‘ te, TY will cover Wash- has charge of all Zi joined Zidel! Ma- ERICK has been ap 
formerly called the ‘tractor division ington and Inland dell Mach. Co.'s elec chinery & Supply Co pointed director of 
J. L. Singleton, vice pres, and di Empire Regions of trical sales and vari Portland, Ore as engineering at De 
rector will head the industri group Ida. and Mont. for able speed drive asst. to Sales Mer troit Diesel Engine 
md W. G. Scholl, also a vice pre Leschen wire rope manufacturing in his Dewey Godfrey in the Div. of GM. He spent 
and director will head the tractor He is well-known to new post as Elect sawmill machy. div the last 23 years with 
group. These men have been serving loggers and contrac Div. Mgr. He's been Mr. Burr was former Chevrolet, having 
as vicx = lent cherae of thei: tors in the NW. Les electric shop foreman ly assistant purchas served in several 
i i president in iar” wen ete OE Matias Sas nd with Zidell . cs , 
respective operating division: cne > 2 yrs. and w agent for Giustina engineering positions 
, division 9 years Bros. Lbr. Co 
Heading the general products divi 
sion will be William M. Wallace. Thi ~*e a 
divi ton inne lucte s motor: prirripys lex e(, Allen Lovell hic heen elected 
rope drive, controls and other general ice president of United State Rub eH. E. REAGAN, formerly purchasing agent 
purpose equipment ber Cx ind ointed g ly and sales engineer for HANSEL ENCINEER 
) " ippointed general man 
The three new divisions in the tra wer of its mechanical goods division ING CO., Seattle, has been named office 
tor group ine farm equipment con HH. . forme | ' - Be 1 manager of the Seattle branch VICKERS INC 
' bie ij ; 1 Bud ‘ — , _— oe WILLIAM DRIVER, Vickers general manager 
ee ee a oe nanager of the division. He joined at Seattle stated that Mr. Reagan replaced 
Boyd S. Oberlink is now vice pre U. S. Rubber in 1918 as an appren CHARLES NEWMAN. transferred to the 
md general manager of the construc tice in the William port Pa plant Vickers’ main office at Detroit 
tion machinery division including il worked hi vay up 
such product i crawler tractor x** aa 
motor grades motor scraper ancl 
other earth moving equipment @ ED PICKETT, named district sales super @ ROLAND DART, for many years engaged in 
Rn. K.M ; ; visor for all GRATON G KNIGHT products the selling of saws for HENRY DISSTON & 
aeageee = CUNRSEED IM - sold in the southeast, will direct sales of SONS CO., recently passed away at his home 
and general manager of Buda Divi leather belting and accessories, hydraulic and in Eugene, Ore. His son ROLAND DART. JR 
sion, producing Diesel and gasoline pneumatic packings, textile leathers and mis lives in Eugene and is a salesman for ATKINS 
engine ind other equipment cellaneous industrial leather products SAW DIV. of BORG-WARNER CORP 





You'll Cut More 
Lumber With 
The New 


Frick 


“Jumbo” 
Sawmill 






This No. 3 Frick mill enables you to Driven by a motor of 100 to 200 hp., this No. 3 “Jumbo” 
handle the heaviest logs: headblock mill will saw up to 30,000 board feet of lumber a day. 
opening is 54 inches, and the carriage Get full details now from your nearest Frick Branch or 
is extra-wide. Roller bearings on the Dealer, or write 
saw mandrel and carriage wheels, plus 
ball bearings on the sheave wheels, 


drum shaft and feed shafts, permit fast- 

er operating speeds. Horizontal lumber WAYNES | -fe}-teR 

gauge board has both standard and 

heavy graduations. Top rig is of course 

optional. * 
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lumber 
flooring 


d 
N A b moulding 
slats 


sash 
trim 

















Pierce D3-S LUMBER WRAPPER 


@ Provides top protection Pier 


e Printer for simultane 
saves time and abor ous, continuous top-of-pock 
adds sales appeal age printing 
@ Mokes a tiaht. continuous 

q ote @ Furnished 


husky 2 hp motor 


complete with 
spiral paper wrap each 


layer automatically 
fo the next 


glued 
@ Rugagedly built throughout 
@ Wraps up to 30 feet per for lona life 


minute 


@ Available on ovtright sale 





Pe 





Yes, Pietro, Americanos soy 
ESCO Log Grapple is perfect for A { 


unloading gondolas 


¢ | {) 0 
AS be. b\ —/- w 
A TO SN Dh 
; San 






















































@ Car be equipped with or lease terms 
WRITE — right now — for full details! 

—PIERCE WRAPPING MACHINE COMPANY— 
1100 E. 3lst Street ° La Grange Park, til 
THE LARGEST 
oyau at Priced 
HOTEL IN 

ker SENSIBLE RATES Ss 
- Piess Singles trom $3.50 7 
1 oer Doubles from $5.00 Meee, 
HA : Twin Beds Con: Sean 
a trom $6.00 Ooo: spect 
OW ¢ WO’ sags! 
Wee wooe| 
Boge see3 
(|| Seo 59000 
\| 
= ae BE U4 / weekly SeS- — 
Le —— Yond monthly? - - _* qt, 
r—,—/ |Prates on request et 














Free Parking 


In the heart of the important down 
and shopping districts, the Rosslyn 
‘ 


town business 
offers more 
or your money than any 238 hotel 
Advonce reservations accepted ond definitely 
confirmed with no time limit on your stoy 
Special drive-in Auto Lobby You ll enjoy the 
perpetuol sunshine of our Garden Sur Roof 


oth ‘ le 
other high « 


CIRCULATING ICE waTts In Evity 800m 
Otiviiw auto Loser 


“ ROSSLYN 


Th) wEst Sek 57 O08 amGes 
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GET THIS CATALOG OF 

mortising and boring tools 

l ates 4 gives plet format { 
cite = 

GREENLE! > 

working mact y. Pree, ask for Catalog * 34M, 


GREENE ENLEE 


GREENLEE root co. 


Herbert Ave Rockford 














Ideally located on a quiet cor 
ner, yet only two blocks from 
theaters, shopping, and Un 
ion Square. Easy transporta 
tion to all parts of the city 
Spacious, comfortable rooms 
Excellent service. Dining Room 
and Coffee Shop—Grill for 
short orders. Garage next 
door. Reasonable rates from 
$5 single 





: 
| 
YY 





wre 
=. 





























ir? 
eer 


FAMILY PLAN 


FREE 





SAN FRANCISCO'S ONLY FIRST CLASS 
HOTEL THAT DOES NOT SELL LIQUOR 


TAYLOR AND O'FARRELL STS. 


SAN FRANCISCO 
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Equipment Deliveries 


« A few of the many pro- 
gressive a in the 
forest industries who have 
new machines on the job. 
e The following lumber mills have 
recently installed Zidell Machinery & 
Supply Co.'s electric feeds on thei: 
carriages Don McGee Co., Blye 
Ore Swede Basin Lbr. Co., Grants 
Pass, Ore.; Cascade Locks Lbr. Co 
Cascade Locks, Ore; Huson McGill 


Lbr. Co., Grants Pass, Ore.; Julietta 
Mill Co., Julietta, Idaho; Waterman 
Lbr. Co., Langley, Wash.; Davis Mill 
Co., Carnation Wash Storer & 


Flightner, Darby, Mont.; and Bay 
Shore Lbr. Co., Bellingham, Wash 
Zidell have an electrical 


manufacturing and assembling cde 


extensive 


partment from which these deliveries 
vere mac 

ne 
@ Laduke Lbr. Co., Cushman, Or 
recently added a new Superior gang 
iwmill, It is a 24” cant mill 

Also, Northland Lumber Co., Ger 

vais, Ore., added one of the same siz 
Superior They were supplied by th 
manufacturers, Western Steel & Sup- 
ply Co., Dallas, Ore 

ne 
e Scott Logging Co., Tiller, Ore. and 
Camp White, also have new Mani- 
towoe #2000 (with the new dipper 
stick and Berger air tongs) delivered 
through Manitou Equipment Co 





For Easy Car Loading 
HERE 1S SHANK’S Vari-Speed Powered Pulley 


introduced recently for loading lumber 
through center car doors. It is powered by a 
110-220 volt motor and will move any size 
lumber that one man can pivot on his crutch 
The principal of the loader is to utilize elec 
tric power to move heavy loads by propelling 
it into the car with speeds varing according 
to position of the lumber. This speeds up 
loading time. Unit weighs less than 140 
pounds, complete with door frame, hooks and 
pivoting roll, and fasten on like the old dead 
roll frame. The loader then plugs in, turns on 
and loading is simplified 
~* 

® Vaughn Lumber Co., Corvallis 
Ore recently took delivery of a new 
Link-Belt Speeder, LS No. 98X, with 
1 471 GMC Diesel engine and Allison 
torque converter rhis equipment IS 
used for loading under a spar tree and 
is a track type loader. Sale and deliv 
handled through Nelson 
Equipment Co., Portland 


ery was 





MECHANICAL ENGINEER 


Portland Iron Works is seeking man with 
background of desiqn and engineering of saw 
mill and industrial machinery. Machine shop 
“know how” vital to achieve special quality 
for which comoany has unexcelled reputation 
Prefer registered engineer 
please submit letter qivina full details of your 
education and experience 


WRITE L. E. ANDERSEN 
PORTLAND IRON WORKS 
1335 N. W. NORTHRUP ST. @ PORTLAND 9, OREGON 





For appointment 











Boiler sizes for all industries 


BOILE 


ENGINEERED FOR SAFETY, ECONOMY AND YEARS OF SERVICE... 


GABRIEL BOILERS are adaptable to all types of fuel « ASME 

code constructed * National boord registered * Modern weided 

X-ray construction © 3.300 HP, 15-225 Ibs. working pressures 

STEEL BOILER INSTITUTE CAPACITY RATED 
(Your ouvronce of reserve power 

Write for name and 

oddress of your nearest Gabriel Boiler dealer 





CROW'S PRICE REPORTER 
Price Trends 
1 Every Other Thursday 


Market Prices- 
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BUILDERS OF FINE BOILERS Cr 


Stop guessing, brother...it just doesn't pay 


USE CROW'S 
LUMBER PUBLICATIONS 


CROW'S WEEKLY LETTER 
Complete Lumber Market News 
On Your Desk Every Monday 


GABRIEL =: 


& FABRICATION 
COMPANY 


1478 WLW. 14th AVENUE «© PORTLAND 9, ORE, 


For Information 


w Building 





e Cummins Engine Co., Inc., Colum 
bus, Ind., recently promoted _ 
Tull to executive vice president. C. 
R. Boll is newly elected vice pres. for 
sales while P. J. Every is the new gen- 
eral sales Advancements 
followed annual meeting April 5 


~x~*t 


@ ROBERT F. BLACK, chairman and pres 
The White Motor Co., announces appointment 
of KARL A. ROESCH, director of service, as 
general manager of White's Autocar Division 
Eaton, Pa 


manager 


eee 


eH & M Planing Mill, Cualala, Calif., 
Harold Salbeck and Mel Iverson, 
owners, has installed a Model 512 
Newman matcher and a Newman No. 
55 automatic feed table, blowers, 
piping, a C&D cyclone, and a 45’ 
C&D Welding Service burner, all 
purchased from Idaco Engineering & 
Equipment Co. 

Empire Redwood Products Co., 
Santa Rosa, Calif., recently purchased 
a No. 512 Newman planer-matcher 
% knife machine, and a new Idaco 
special 4 x 48” edger, purchased from 
the Idaco Co. at Oakland, Calif 


Idaco also supplied an all-steel 
semi-portable sawmill to Standard 
Lumber Mills, Santa Cruz, Calif. It 


is a double circular mill, two 60” saws, 
and powered with a GM 6-71 diesel 
engine. The mill comes apart in three 
preces 

x~** 


e Emerson Lumber Co., Wilbur 
Wash., recently installed a Marathon 
cant gang sawmill. This machine has 
the new improved SKF heavy duty 
roller bearings on the main shaft. 
rhis gang is expected to increase their 
production approximately 15,000. bf 
per day, with addition of three men 
This was sold through Portland Ma 
chinery Co 
x*** 


e West Birch Lbr. Co., Pendleton 
Ore., recently installed a Berry Hy- 
draulic Carriage Feed Drive in their 
mill, with a resultant increase in pro 
duction from 27M to 32M feet daily 
The drive was sold and delivered by 
Caldwell Machinery Co., Portland 
Ore., dealers for Berry Div. of Oliver 
Iron & Steel Corp. 


° ‘ 
‘* ‘ 


so 
i 
95 ™,, ew? 





te 


CROW’'S LUMBER DIGEST “ 
All the News a Busy Lumberman » 
Has Time to Read. Twice Monthly 


_——E 


CROW’'S BUYERS' AND SELLER'S 
GUIDE 
The Only Complete Directory of 
Buyers and Sellers of Western 
i Forest Products Annual 


and Samples, Write 


u@ crow PUBLICATIONS 


ve Complete Lumbermen’s News Service 
~808 S. W. 15th Avenurc, Portland 5, Oregon 
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12.1) am WHAT'S OUR 








» 
A . 
STRATOFLEX 
HOSE AND 
FITTINGS 
These are just a few — aia 
KOHLER of the many NAME LATHES 
BRAND lines we ’ 
AIR-COOLED carry. Our modern CINCINNAT basic 
and newly equipped KYSOR . 
ENGINES shop offers complete Sh tt d 
repair service on ev-  ldediialaans MAINONANSSe tool 
erything we sell. Fittings 
Nebel extension bed gap lathes will turn all your maintenance 
T 1-105 jobs easily, quickly and inexpensively. The wide, deep gap 
% Ar MO accommodates outsize, odd-shaped parts and with the 
ive © 11. name {| Call gap closed, you can do all your engine lathe work as well 


Why buy two lathes when one Nebel will do’ See Nebel gap 


& FI 840] and engine lathes at the Machine Tool Show, Chicago, Sept 
) : } e for free bulletins size é ‘eo Nehe 
tefl U/ A), for information 6-1 or write for free bulletins, sizes 16-50". The Nebel 


Machine Tool Co, Cinti 25, Ohio 


°F service 





7 NE. OREGON STREET - PORTLAND 14, OREGON 





REFUSE BURNERS 


THREE TO SIX DAY ERECTION 


HEAD PULLEYS — BEARINGS 
CHAIN — FLIGHTS 
FULL CONVEYOR DRIVE 
FORK LIFT DUMP BOXES 
RENTAL EQUIPMENT—Boom Trucks, Welding Machines, etc. 


C & D WELDING SERVICE. Ine. 











P.O. BOX 1787 PHONE - 2478 REDDING, CALIF. 
Bend Mills Trimmers, Automatic, Smooth End, etc 
Rolls, Skids @ Resaws Gears, Transmissions 
Turners, |0°° and 12” Feed Engines, Straight Connected 
Carriages, complete and Geared 
Edgers, 6'’-8°’-10°*- 12” Trout Type Power Setworks for Rack 
Niggers, 8°’ and |0° and Pinion and Screw Block Car 
shot Gun Feeds. 8’’-10°'.12°°-14' riages 

1. W. JOHNSON ENGINEERING CO. 24.-fT 13 saw) automatic trimmer with feed table 
4 nstalied at the new redwood mill CAL (FORNIA TIMBER PRODUCTS, near Annapolis 
California 





|. W. JOHNSON ENGINEERING CO. t:isstcrs uate" 
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PAUL SHOUDY re 
cently acquired con 
trol of Materials 
Handling Co., Seat 
tle. The firm special 
izes in lift trucks. A 
key line is that of 
Buda Div. of Allis 


Chalmers. (See be 
low for more inf. on 
Mr. Shoudy.) 





© See picture above of PAUL SHOUDY, new 
owner of MATERIALS HANDLING EQUIP 
MENT CO., 2963 Ist Ave. S., Seattle, Wash 
The BUDA DIVISION representation is on 
fork lifts, trucks and tractors and is on an 
exclusive basis 

In addition, Mr. Shoudy's organization will 
handle products of BARRETT-CRAVENS CO 
SAGINAW PRODUCTS CORP. HYDROWAY 
SCALES, INC.; METZCER CONVEYOR CO 
BEACON MACHY. CO.; GOODYEAR TIRE & 
RUBBER CO. (exclusive on industrial type 
tires 

* * * 














“The used HD-7W | bought from 
Wood Tractor is the most power 


ful tractor for its size | ever 
owned. Both performance and 
service have been tops. They're 
good people to deal with.” 

L. R. Petersen 

Rainier, Oregon 

SEEWOOD TRACTOR FOR 

QUALITY USED EQUIPMENT 
1033 S.E. Main VErmont 3135 














RAILERS 





THEODORE HOD 
GINS, vice president 
of Reichhold Chem: 
cals, Inc., in Wash 
ington, DC., for 6 
months as director of 
Chemical & Rubber 
Div., Business and De 
fense Services Ad 
min., US Dept. Com 
More details below 


@ Another industrial executive is serving the 
Government without pay; it's THEODORE S 
HODGINS, a man well-known to the forest 
industries, ‘See picture above 

Hodgins joined REICHHOLD in its Detroit 
plant in 1937 as a research chemist. A year 
later he was made Assistant Director of Re 
search in Detroit and, in 1942, Technical Rep 
resentative in Seattle. In 1946 he was ap 
pointed General Manager of the Pacific North 
west Division of Reichhold and four years later 
was made a vice president 

Upon his return to Reichhold the first of 
next year he will be headquartered at the com 
pany 's executive offices in White Plains, N. Y 
and will become vice president in charge of 
research of the firm, one of the world’s largest 
producers of synthetic resins 

* * * 


Forms Own 
Company To 
Handle Power 





Equipment 
CHARLES W 
HARSHBERGER 
” 

@ (Charles W. Harshberger, a veteran 
in his field, has formed his own com 
pany to specialize in the fields of 
elevating, conveying and power trans 
mission equipment and service in the 
Portland, Ore area 

He will represent Stephen Adam 
son Mig. Co., Standard Products Dis 
tceeves Pulley Co variable speed 
drive Allis-Chalmers Mig. Co., Buda 
Lift Truck Div.; and John Waldron 
Corp., Waldron Flexible Coupling 
Plant i at 425 85 | Ninth Ave 
Portland 

Facilities are available for design 
wd manufacture of equipment re 
quired for specific needs. Harshberger 
will carry complete stocks of — the 
Reeve punior pulley units together 
with standard ind counter haft type 
motor bases High variable speed 
drive units are adapted for use with 
motors ranging from “4 to I’ hp and 
peed up to 1SOO) rpm Complete 
transmission equipment service will be 
provided from tock 


Machinery trailers 20 to 120 ton capacity 
Logging trailer rebuild kits 


PEERLESS TRAILER AND TRUCK SERVICE, INC. 


Machinery Men 





... in the News 





Philippine Sawmiller Visits 


JOE DENTON iL). engineer and Portland 
Ore. sales rep. for Filer & Stowell Co. re 
cently had as his visitor RAMON A. OLBES 
r), resident manager, Bislig Bay Lumber Co 
Inc., of the Philippines, who was in the area 
to see customers and machinery people 

Filer & Stowell built a modern sawmill tor 
this company some time ago and are now 
equipping a new manufacturing plant with 6 
band resaw, Moore Dry Kilns, conveyors 
chains, etc. Other company equipment in 
cludes: 11 Washington tron Works yarders 
six Kenworth trucks with Reliance trailers 
six “Cat” and six A-C tractors 

~*e 





THE FOREST INDUSTRIES depend upon roll 
er and ball bearings for smoothly operating 
woods and mill machinery. BILL MITCHELL 
L), an experienced person in the bearing 
field, has jointed J. W. Minder Chain & 
Gear Co. as manager of the bearing depart 
ment at Portland, Ore. He'll work under J. J 
AUBINEAU, (R) Exec. Vice Pres. in providing 
sales and service of many nationally known 
roller and ball bearings 


Light weight—Standard and off road logging trailers. 
Semi and full type lumber trailers 


Sold and Serviced 
By Dealers 


Throughout 





549 N.E. Third Avenue + Portland 14, Oregon + Phone VE 2116 
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AIR MOTORS 
Rogers Machinery Co., Portland, Ore., Seattle, 
Wash 
Salem Equipment & Supply Co., Salem, Ore 


ALUMINUM PIKE POLES 
— Welding & Fabricating Co., Portland 


APPRAISALS 
General Appraisal Co., Geattle, Portland, Beso 
Francisco 


ARCHES 
Hyster Company, Portland, Ore 


AXLES 
Eaton Manufacturing Co.. Cleveland, Ohio 
Timken-Detroit Azle Co., Detroit 
Roberts Motor Co., Portland 


BARKERS, LOG 
Sumner Iron Works., Everett, Wash 
Nicholson Manufacturing Co., Seattle, Wash 
Soderhamn Machine Mfg. Co., Talladega 
Alabama 


BEARINGS 
Dodge Manufacturing Co., Mishaweke, Ind 
Sen Francisco, Portland, Beattie 
Link-Belt Co., Seattle, Portland, Ben Fran 


J. W. Minder Chain & Gear Co., Portland 
Los Angele 


say ne AND PACKING 


America —— wo c Oakland, Calif 
Portland, Ore 

Gates Rubber ¢ Denver, Col 

Goodyear Tire & Rubber ¢ Akron, Oh 

Graton & Knight Co., Worcester, Mas 

J. W. Minder Chain & Gear (¢ Portl 
Ore 

Raybestos- Manhattar In Passai N J 
Portland, Seattle 

U. 8S. Rubber ¢ Mechanical G Is Di 


New York, N.Y 


BLOWPIPE SYSTEMS 


American Sheet Metal Works, Portland 
Archer Blower & Pipe Co., Portland, Ore 
Rees Blow Pipe Mfg. ¢ San Francis « 


BLUE PRINTING 
Chas. Bruning Co., Inc. 


SOATS—All Kinds 
L. 8. Baier & Associates, Portland, Ore 
Ilwaco Boat Works, Ilwaco, Wash 


BOILERS AND ACCESSORIES 
Gabriel Fabrication & Erection Co., Portland 
Ore. 
Beattie Boiler Works, Seattle 


BOILER WATER TREATMENT 
Coast Neutralizer Corp., Portland, Ore 


BOOMS—Loading 
Eugene Truck & Machine Co., Eugene, Ore 


BOOM BOATS 
L. 8. Baier & Associates, Portland, Ore 
Evinrude Outboard Motors, Milwaukee, Wis 
Ilwaco Boat Works, Ilwaco, Wesh 
Johnson Motors, Weukegan, Illinois 


BRAKE BLOCKS AND LININGS 
Champion Friction Co., Eugene, Ore 
World Bestos, Newcastle, Ind 


BULLDOZERS 
Caterpillar Tractor Co., Peoria, Ill 
Howard-Cooper Corp., Portland, Beattie 


BURNERS—Refuse 
Phelps Brothers, Eugene, Ore 


CARRIAGES—Rideriess—Automotic 
Sel-Set Machinery Corp., Salem, Ore 
Sumner Iron Works, Everett, Wash 
Filer & Stowell Co., Milwaukee, Wis 
Mater Machine Works, Corvallis, Ore 
I. W. Johnson Engineering Co Tacoma 


Corley Mfg C Chattanooga, Tenn 


CASTINGS—tiron, Steel end Bross 
Electric Steel Foundry, Portland 
Link-Belt Co., Seattle, Portland, Ben Fra: 
cisco 


CHAIN—Coll or Binder 
Campbell Chain Co., York, Pe 
8. G. Taylor Chain Co., Hammond, Ind 


CHAIN—Stee!l Rolier end Mallecble 
Chain Belt Company and Baldwin-Duckwor'> 
Division, Seattle, Portland, Ben Francisco 
Link-Belt Co., Seattle, Portland, Ben Frer 


cisco 
J. W. Minder Chain & Gear Co., Los Angeiecs 
Portland 
Moline Malleable Iron Co., St. Charlies, [ll., 
Tacoma, Wash. Gcattle, Portland, Los 
Angeles 
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Buyers Guide & Classified Section 
Advertising Rates 


Classified—(No Display)—Positions and Help Wanted 
12¢ per word. $5.00 minimum. $1.50 additional for box number 





DISPLAY CLASSIFIED BULK SPACE RATES 


1 to 44 inches per year..... $10.00 per column inch 
45 to 89 inches per year 9.00 per column inch 
90 to 179 inches per year 8.00 per column inch 

180 to 359 inches per year 7.00 per column inch 
360 or more inches per yea! 6.50 per column inch 


No agency discounts on classified or Buyers Guide space. 
Copy closing date: 15th of the month preceding publication 


Send instructions to 


THE LUMBERMAN 
71 COLUMBIA STREET SEATTLE 4, WASHINGTON 


_ 








JUST PUBLISHED—THE HANDBOOK ON NOW!!! 10 Day Delivery Mis 


CHAIN SAW GUIDE BAR REPAIR 


Edited by Jim Conroy, Editor of CHAIN Ee 
AW AGE Magazine tep by step 5 pe a 








»s for beginner or expert. Available im pti yp 
me . ji At aaat Wana Cann - yen =, vo 
tee f not itisfied f tage prepaid ' , 
with order. Adare Conroy Publist 
Pp Box 6654, Portland egor 








SEATTLE | 
ee | | |e 

















BURNERS L. $. BAIER & ASSOCIATES 
544 Mead Bidg., Portland 4, Ore ATwater 2445 
wit 
CONE GRATES 
AN 
CYCLONE 
faa 
in WHISTLE SIGNALS 
25% MORE 
ith The most practical whistie 
75% LESS 
SMOKE AND for 
CINDERS 
FOOL PROOF all normal uses 
. at Hy tr | o Larger sizes with 
CONTROL 





deeper tones 


BOILERS — 5 TO 1200 H.P. les epeetel anullestions 
TANKS and STACKS 


STRUCTURAL STEEL FABRICATORS i SIZE 1-0 WHISTEE 
We Stock Straight and Gent Boller Tubes WITH ELECTRIC VALVE 


MFGRS. FLANGED AND DISHED HEADS 

SEATTLE BOILER WORKS Couningham tut Whistles 
5217 EAST MARGINAL WAY, SEATTLE, WW ones . ' 

Phone: Day - RAinier 0737 « Night - DExter 1209 aguas én oun 30 YEARS” 














OREGON'S LUMBER sppengoupeneny 


LUMBER AND AFFILIATED Arthur 8 Smith Adv. Ageney 
TENANTS ba 
Associated Loggers 
Gradicy Lumber Co 
Cimarron Lumber & Supply Co 





nha Harber Lumber Co 





janin ‘ umber Co 
Lumber Company 
” b nay nteck Lumber Co 





Orazeoece- 
> 





TERMINAL SALES ts iy . ee . 2 PF ivreboara Prod sete, tne 
BUILDING - 
TERMINAL SALES BUILDING AGENCY, Portland, Oregon CA-9391 
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BUYERS GUIDE 


and 


CLASSIFIED SECTION 














Be sure to read the latest FOREST 
INDUSTRIES NEWS section in each 
issue of THE LUMBERMAN. 













CONGRATULATIONS 


to the Douglas Fir Plywood Industry on its 
50TH ANNIVERSARY OF PROGRESSIVE MANUFACTURING 


COLUMBIA RUBBER MILLS 


Moulded Rubber Products 
12022 5.£. Powell Blvd. © Portland 66, Oregon «© Phone PR. 4.4824 























61 3.W. Ind AVE. 





Electrolytic 


Coast Neutralizer 





Eliminates Rust, Scale 
and Corrosion Without 
the Use of Chemicals 








DISTRIBUTORS WANTED — We hove some excelient territory still available 
WRITE FOR 


For Use in Boilers—-Condensers—Evaporators—Hot Water Systems 
Modern Water Treatment—Automatic—t 


DETAILS 








icai—Fully Guoronteed 


COAST NEUTRALIZER CORPORATION 


PORTLAND 4, ORE. 





PHONE BE. 6235 











RUDY YOST 


weg~e |, RUCK EQUIPMENT 


8603 $.E. McLoughlin Bivd 
Portland 2, Ore Phone: VE-0700 
(formerly 1800 S.E. Union, Portland) 


el COLEMAN FRONT + tae 
oates ARLES are sold and instatiod 

stributers fer Oregon, Wash: eB 
Alaska and Nerthern idaho 


ge “ ur pleasure toe work es ugh tecal 
ok deslers in various dist cts and in 
ite your patronage 

Te operators having trouble getting 4x4 
and G26 wheel drive tre ~ry we invite 
requests to help selve their problems 
Also we are distributors for FABCO OUAL 
ORIVE AXLES. of we'll as for WALLACE 
SULLOOZER AND FRONT END LOADERS 
that are well known in the Pacific North 
weet 








alee hardie BURCH ROAD BUILDING 
: “MAINTENANCE EQUIPMENT 





275 Vera Drive 





“One GOOD air photo 


WESTERN WAYS, She. 


AERIAL INDUSTRIAL PHOTOGRAPHERS 


is worth 10,000 wor 


Corvallis, Oregon 


(Formerly known as Valley Flying Service, Inc. ) 


Continually serving the industries of the West with 
air photos of highest quality 
Oblique—Vertical—and our popular enlargements 
hand colored in natural oil 
NO DEPOSITS . . . NO CONTRACTS .. . Just advise us of 


our nen lant location . . . then see and select your photos. 
ed ights to all areas. 








THE LUMBERMAN 


Northwest Chains and Sprockets, Inc., Seattle, 


Peoria Malleable Castings Co., Peoria, Ill; 
Portland, Ore 
Portland Chain Mfg. Co., Portland, Ore 


CHAIN SAWS—SEE POWER SAWS 


CHAIN SAW SHARPENERS 
Nielsen's Power Saw Shop, Winston Ore. 


CHAINS, TIRE 
8. G. "Teylor Chain Co., Hammond, Indieze 
Campbell Chain Co., York, Pa. 


CHROME PLATING 
California Piating Co., Portland, Oregon 


COATINGS—KILN G ROOF 
The Gorton Co., Portland, Ore 


CONTROLS—Automatic 
Industrial Components, Inc., Beaverton, Ore. 


CONVEYORS—Portebie 
Mathews Conveyor Co., Portland, Seattle 
Ben Francisco and Ban Carlos, Calif. 


CONVEYORS—Steo! 
Archer Blower & Pipe Co., Portland, Ore. 


CRANES—INDUSTRIAL 
Western Machinery Corp., Portland, Ore. 


CRANES AND SHOVELS 
Bucyrus-Erie Co., Seattle, Portland, Bo. Mil 
weukee 
ae Cor Milwaukee, Wisconsin 
Coaate, 4 Angeles, Ban Francisco, 


Cal 
Baldwin- tne Hamilton Corp., Tima, Ohio, 
Seattle, Spokane, Portland, Vancouver, 


B.C 

Link-Belt Gpeeder Corp., Chicago, Ill., Seattle. 
Pertland, Ban Francisco 

Northwest Engineering Co., Chicago, Seattle, 
Portland, Ban Francisco 

Ongood-General Co., Marion Co., Seattle. 
Portland, Oakland 


CREOSOTED STAVE FLUMES G CULVERTS 
Federal Pipe & Tank Co., Seattle 


ELECTRICAL EQUIPMENT—Motors, Wire, etc. 
General Electric Co., Schenectady, N. Y.; 
Beattie, Portland, Gen Francisco, Los Ao 


Bkeen Electrical Works, Portland, Ore. 

bag mouse Electric Mfg. Co., Kast Pitts 
bare Ben Francisco, Calif., Seattle, 
Wash., Portined, Ore., Los Angeles, Calif 


ELECTRIC FEEDWORKS 
Bkeen Electrical Works, Portland, Ore 
Zidell Machinery & Bupply Co., Portland, Ore 


ENGINES— DIESEL 

Caterpillar Tractor Co., Peoria, Seattle, Port 
land, Ban Francisco 

Cummins ine Co., Columbus, Ind.; Port- 
land, Beatt 

a Cor Detroit, Mich; Geattle, Port 

Ben Preacieco 

Generai Motors “Beries 71," Detroit, Geattle 
Portland, Stockton, Sen Francisco, Los An- 
ee 

International Harvester Co., Chicago, Port 
land, Beattie, Ban Francisco 

F. Perkins (Canada) Lid., Toronto, Canads 

Precision Engineering Co. of Sacramento. 


Calif. 
Murphy Diese! Co., Milwaukee, Wis. 
ENGINES GAS 
Ford Motor Company, Industrial Engine Di 
vision, Dearborn, haich. 


be = ne = & MILL 





J , Chicago, Ill, Houston, 
Texas, | Ee Ore 

Production Management Engineering Associa 
tion, Portland, Ore Los Angeles, Calif 


San Francisco, Calif 
W HH Kembo. Portiena, Ore 


ENGINEERS—INDUSTRIAL 
Production Management Engineering Associ 
ation, Portland, Ore., Los Angeles, Calif 
San Francisco, Calif 


ENGINEERS’ SUPPLIES 
Chas. Bruning Co., Inc. 


enaeves 
B. L. DuPont de Nemours & Co., Inc., WU 
Delt Beattie 


FANS AND BLOWERS 
American Sheet Metal Works, Portland 
Archer Blower & a. * Portland, Seattle 
Rees Blow Pipe Mig. Co 


Les 
Atkins Gew Div., Geettie, Portland, Gas 
Francisco 
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Nicholson File Co., Providence, R. 1. 
Simonds Saw & Stee! Co., Fitchburg, Mass 
Portland, Seattle, Ben Francisco 


— PROTECTION EQUIPMENT 
B. Hinds Co., Portland, Ore. 


FIRE PUMPS 
Munnell & Sherrill Inc., Portland, Ore 


FLEXIBLE COUPLINGS 
Northwest Chains & Sprockets, Inc., Beattie 
Portland 
FRICTION BLOCKS 


Champion Friction Co., Eugene 


GANG SAWMILLS 


Albany Machine & Supply Co., Albany 
re 

Evergreen Equipment Co., Portland, Ore 

Keystone Machine Works, Roseburg, Ore 

“Bunbo” Mill Eaoginecering & Supply, Beattie 
Wash 


Portland Machinery Co., Portland, Ore 
“Premier™ Dominion Bridge Co., Vancouver 
B.C. 


hs ~ onl Sumner Iron Wks., Everett, 


Johnson Manufacturing Co., Seattle, Wash 

Buperior Mills, Inc. Dallas, Oregon 

i taal Guy W. Conner, Inc., Portland 

e 
Western Steel & Supply Co., Dallas, Ore 
GEARS AND GEAR MOTORS 

Link-Belt Co., Seattle, Portland, Sen Fran 
cisco 

J. W. Minder Chain & Gear Co., Portland 
Ore., Los Angeles, Calif 

Ohio Gear Co., Cleveland, Ohio 

Pacific Gear Works, Lose Angeles, Ban Fran 
cieco 


Western Gear Works, Seattle 
Western Machinery Corp., Portland, Ore 


GLUES 
Reichhold Chemicals, New York City, N. ¥ 


GRINDING WHEELS 
Borg Warner Corp., Atkins Baw Div., Indian 


epolis, Ind 
Norton Co., Worcester, Mass.; Seattle, Port 
land, San Francisco 
Simonds Saw & Steel Co., Fitchburg, Mass; 
Seattle, Portland, San Francisco 
HOGS 


Portland Machinery Co., Portland, Ore 
Sumner Iron Works, Everett, Wash 


HOSE 
Acro Coupling Corp., Burbank, Calif., Port 
land, Ore 
Goodyear Rubber & Asbestos Co., Portland 
Ore 
Goodyear Tire & Rubber Co., Akron, Ohio 
Seattle, Portland 


HOT PLATE PRESSES 

Allied Northwest Machine Tool Corp., Port 
land, Ore 

Columbia Div. of The Lodge & Shipley Co 
Hamilton, Ohio 

Heyer Sales & Engineering Co., Tacoma 
Wash 

Williams White & Co., Moline, Ili 


HYDRAULIC CONTROL VALVES 


Vickers, Inc Detroit, Mich El Segundo 
Calif., Seattle, Wash 
The Oilgear Company, Milwaukee, Wis, Los 


Angeles, Calif., Seattle, Wash 


INSTRUMENTS AND REPAIRS 
Instruments Sales & Service, Portland, Ore 
Moore Dry Kiln Co., No. Portland, Ore 
KILNS 
C. M. Leveted Co., Seattle, Wash; Portland 
Ore.; San Francisco, Calif 
Moore Dry Kiln Co., Jacksonville, Fia.; North 
poruens. Ore., Brampton, Ont., Vencouve: 


KILM PAINT 
The Gorton Co., Portiend 
Moore Dry Kiln Co., North Portland, Ore 
acksooville Fla.. Vancouver, B C 
rempton, Ontario 
aNIVES 


Ohio Knife Co., Cincinnati, Ohio, Portland 
Ore., Geattle, Wash., Los Angeles, Calif. 
Oakiend, Calif. Vancouver, B.C 

Simonds Sew & Bie! Co., Fitchburg, Mase. 
Beattle _- Portland, Ore., San Fran 


Rey i+, Portiand, Ore 


KNIFE GRINDING MACHINERY 


Hanchett Manufacturing Co Big Rapids 
Mich., Portland, Ore 
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Be sure to read the lotest FOREST 3] U ¥ 3 oe S G U | D E 


INDUSTRIES NEWS section in each and 



















SPEED YOUR PRODUCTION & 
CUT YOUR COSTS WITH THE 


Keystone 4 Saw Gang Mill 


For Multiple Sawing of 
Your Small Logs 


ASK US FOR DETAILS 
Keystone Machine Works 


Roseburg, Oregon 
136 S. Stephens Phone 3-4144 














LOGGERS HEADQUARTERS FOR 
Yellow Strand 
Wire Rope 






COMPiLt.& cimt vt LOGGING SUPPLIES 


EUGENE EQUIPMENT co. 


ORE GORDON LAMBERT, Mgr PHONE 5.8458 















SPROCKETS 


* Precision made to original 
Manufacturers’ Specifications. 






* Available for all popular makes 
and models. Prompt delivery. 


* SAVE UP TO 20°. 


DEALER INOUIRY INPUTTED 


FOR COMPLETE INFORMATION WRITE, WIRE OR PHONE 


GEAR ENGtvcERING & MANUFACTURING CO., INC. 


2826 NORTON AVENUE * LYNWOOD, CALIF. . NEvade 6-2664 














THE NEW POWER STEERING 
AIR-O-STEER 


Fasily Installed Kit 
No Holes Te Drill 


From full manual to fall 
power — with a flip. 


Low In Cost 


Write for name of your nearest 
hir-O-Steer dealer and for details 


AIR APPLICATOR CO, INC. 


417 S. E. Clay, Portiand, Ore. 
Phone: Filmore 2949 
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LOADBINDERS 
BUYERS GUIDE Be sure to read the latest FOREST Angostons Logges Tost Sore, Sete Le 


Francisco , Los 
Angeles, Calif 
and INDUSTRIES NEWS section in each Atkine Bew ; Dw —Borg-Warner Corp. 
ndianepolis, ind 
issue of THE LUMBERMAN. Campbell Chain Co., York, Pa 
CLASSIFIED SECTION §. G. Taylor Chain Co., Hammond, Indians 
~ LOGGING BLOCKS, SUPPLIES AND TOOLS 
American Logging Tool Corp., Seattle, Wash 
Portland, Ore., San Francisco, Calif., Los 
Angeles, Calif 


HEYER SALES & ENCINEERING Co. Aegean Gteck Seeducte Co. Gan Urancien, 


1003 WASHINGTON BLDG., TACOMA 2, WASHINGTON 1605 Berge Basineering Co. tas., Goattie 
Representing Howard-Cooper Corp., Portland, Beattle 
G. SIEMPELKAMP G CO.—plywood, hardwood and chipboord presses Botan Co, ins., Costend. ove. 
RUCKLE—-Guillotine type veneer jointers LOGGING ENGINES ‘ 

JOHNSON CITY FOUNDRY G MACHINE WORKS—veneer slicers Berger Engineering Co., Inc., Seattle 
Washington Iron Works, Seattle 
Weukeshea Motor Co., Waukesha, Wisc., Seat 

tle, Portland, Ore., San Francisco, 


Los Angeles, Calif. 
LOGGING TRAILERS 
Peerless Trailer & Truck Service, Inc., Port 


land, Ore. 

Specializing in Band Mill Grinding LUMBER CARRIERS AND LIFT TRUCKS 

. P an ‘ Clark Equipment Co., Battle Creek, Mich 
Expert advice on all Mfg. Difficulties Portland, Ore., Seattle, Wash. 

I Gerlinger Carrier Sy Dallas, Ore 

nae 's Solo , > 9 General Machinery Co., Portland 

et Us Solve Your Problems ny wg — 2 


EXPERT SAW SERVICE—CIRCULAR AND BAND Syster Seles Co., Portions 


Clark Equipment Co., Ross Carrier Line, Tor 
con Div., Portland, Seattle, San Francisco 
2520 VENTURA . FRESNO, CALIF. . PH. 21486 LUMBER FINANCING 
las-Guerdian Warchouse, Corp., New 
Orleans, La., Portland, Ore., Los Angeles, 
Calif., San Francisco, iif. 
LUMBER Sr Aenens, UNSTACKERS, LOADERS 
SEATTLE NORTHWEST AND HOISTS 
3628 East Marginal PORTLAND Moore Dry Kiln Co., Vancouver, B. C., 
CHAINS & SPROCKETS MERE Brampton, Ont., Jacksonville, Fla., North 
INC AT water MACHINERY—SPECIAL 
MAin 8629 Kimwood Machine Co., Cottage Grove, Ore 
Western Machinery Corp., Portland, Ore. 
MATERIAL HANDLING EQUIPMENT 
JEFFREY MFG. CO. ° WHITNEY CHAIN CO. Western Machinery dae. Portland Ore 
FABCO FLEXIBLE COUPLINGS ° AMERICAN PULLEY CO. OILS AND GREASES 


General Petroleum Corp., Los Angeles, Gan 


Francisco, Portland, Seattle 
EBERHARDT-DENVER Speed Reducers Lubriplate Div., Fiske Bros. Refining Co., 
Newark, N. js Seattle, Portland 
Shell Oil Co., Los Angeles, Gan Francsico, 
Portland, Seattle. 
Standard Oil Co., San Francisco, Seattle, 


CARTHAGE MACHINE CO. - CHIPPERS - WOOD ROOM EQUIPT. Pertiond. Spabede, Tosome, Metter 


Temes Company, The, Seattle, Portland, San 
HEPPENSTALL CO. - ALLOY CHIPPER & HOG KNIVES Tide Water Associated Oil Co., San Fran- 
RICE BARTON CORP. - PULP & PAPER MACHINERY ata ee 


Ore., Seattle, Wash 
RAY SMYTHE CO. union "ot oe Angles, Ban Prancee 
501 Park Bldg. @ 729 .W. Alder St. © Portland 5, Ore. © Phone: BEacon 0502-2238 OUTBOARD MOTORS 


Evinrude Motors, Milwaukee, Wisconsin 
Johnson Motors, Waukegan, Il 
PAINTS 


GENERAL'S New Hard Tipped Chain | | zs bs) tia "to." Vancouver, wc, 


Brampton, Ont.; jacksonville, Florida; 
Saw Ber Fits ALL Makes of Power Saws North Portland, Oregon 
Siewibuter Territory Avetiabs POND G@ DECK CHAIN SAW BARS | __s "KE POLES—ALumINUM 


Alloy Welding & Fabricating Co., Portland 

American Logging Tool Corp., Seattle, Wash 
Portland, Ore., San Francisco, Calif., Los 
Angeles, Calif 


GENERAL SAW & REPAIR COMPANY | PIPE, TANKS, STACKS 
rs Seattle Boiler Works, Seattle, Wash 


evr eee AND WOODWORKING 
2710 WN. Interstate Ave. GArtield 8558 Portland 12, Ore. General Machinery Co., Portland 
Greenlee Tool Co., Rockford, Ti. 
- Irvington Machine Works, Portland, Ore 
Mereen-Johnson Machine Co., Minneapolis 


BOHEMIA-TYPE, Patented | mt Machine Co., Greensboro, N. C. 


Btetson-Ross Mach. Works, Seattle 


ia] & g Li N G BOOM PLANT DESIGN AND CONSTRUCTION 
Ww 


H. Rambo, Portland, Ore 


We, Increases the lifting capacity of any log ee VENEER MACHINERY AND 


8 loader The field-proven design of the 
7. lle, ; land, 
BOHEMIA.-TYPE loader puts the heeling “—— onadbrnectngnagediapepetiaae 















































point as close to the center pin as possible Columbia Div. of The Lodge & Shipley Co., 
which means more lifting capacity for Columbia Rubber Mills, Portland, Ore 
any Crawler or Rubber-tired Mounted Log ee — & Engineering Co., Tacoma 
as 


er Hamilton, Obio 
Wire for Details & Complete List of MANY SUCCESSFUL USERS Mereen-Johnson Machine Co., Minneapolis 


EUGENE TRUCK & MACHINE COMPANY Moore ‘Dry Kiln Co., Vencouver, B. C 
375 E. Sth St. Eugene, Oregon Phone 5-3375 | ae a or Jecksonville, Fla., North 
Reichhold Chemicals, Inc., New York City. 
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Williams, White & Co., Moline and Chicago 
Ill; Seattle 
Yates-American Machine Co., Beloit, Wis 


POWER BRAKES 
Roberts Motor Co., Portland, Ore 
Westinghouse Pacific Coast Brake C Sau 
Francisco, Los Angeles, Portland, Seattle 


POWER DRIVES 


The Oilgear Co., Milwaukee, Wisc 
Ore., Los Angeles, Calif 
Detroit, Mich 


Portland 
Cleveland, Ohi 


POWER PLANT BRICK WORK 
PF. BE. Balden & Co., Portland 


POWER SAWS 


Atkins Sew Div., Borg-Warner Corp 
Indianapolis, Seattle, Portland, San Fran 
cisco 

Henry Disston & Sons, Seattic, Portland, Sen 
Francisco 

Homelite Corp., Port Chester, N.Y., Seattle 
Wash 

L-M Equipment ¢ Portland, Ore., Eureka 
Calif 

McCulloch Motors Co., Los Angeles, Calif 

Oregon Saw Chain Mfg. Corp., Portland 

Zidell Machinery & Supply Co., Portland, Ore 


RADIO EQUIPMENT MANUFACTURERS 
General Ele ( pany, Elect 


De 
Syracuse, N. Y F; Port 


RAILWAY EQUIPMENT 
Baldwin-Lima-Hamilton, Lima, Ohio 


REFUSE BURNERS 
Archer Blower & Pipe Co., Portland, Ore 
C & D Welding Co., Redding, Calif 
Phelps Brothers, Eugene, Ore 
Rees Blowpipe Mfg. Co., San Francisco, Los 
Angeles 
Beattie Boiler Works, Geattle 


RUBBER SPECIALTIES 

American Rubber Mfg. Co., Oakland, Calif 
Portland, Ore 

Columbia Rubber Mills, Portland, Ore 

Gates Rubber Co., Wenvei, Colo 

Scougel Rubber Mfg. Co., Seattle 

U. 8. Rubber Co., New York, N.Y., Portland 
Ore., Seattle, Wash., Los Angeles, Calif 


SAP STAIN PREVENTIVES 
Chapman Chemical Co., Memphis, Tenn; 
Portland, Ore 

Dow Chemical Co., Midland, Mich 

E. I. DuPont de Nemours & Co., Inc. (Gras 
eclli Chemical Dept.) Seattle, Portland 
ping Div., Chicago, Ill 


SAP STAIN SPRAYING MACHINES 
Keystone Machine Works, Rosel 


SAW FRICTION GUIDES 


Champion Friction Co., Eugene, Ore 


SAWS, KNIVES AND CUTTERHEADS 
Atkins Sew Div., Scattice, Portland, San Frau 
cwco 
Banta Saw Works. Redding. Calif 
R. Hoe c I New York, N. Y., Port 
land, Ore Seattle, Wash San Francis 


Calif 

Jones & Orth Cutterhead Co., Seattle, Ban 
Francisco 

Ohio Knife Company, Seattle, Portland, Oak 
land, Cincinnati, Ohio 

Pacific Saw & Knife Co., Portland 

Shortt Sew & Knife Company, Tacoma 
Wash 

Bimonds Baw & Stee! Co., Fitchburg, Mase; 
Seattle, Portland, Sen Francisco 

Bpear & Jackson Lid., Vancouver, B.C 


SAWS, POND AND DECK 
Kliever Mact Mecf 
Pre tt I “ ’ I i 


SAWMILL ERECTION 
Ward, M. A. Construction Co., Eugene, Ore 


SAWMILL MACHINERY 
Albeny Machine & Bupply Co., Albany, Ore 
Armstrong Manufacturing Co., Portland, Ore 
Beder & Carroll, Portland 
Bente Sew Works. Redding. Calif 
Caldwell Machinery ( Portiand, Ore 
Conath Mechinery Co., Corinth, Miss 
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Be sure to read the latest FOREST 
INDUSTRIES NEWS section in each 
issue of THE LUMBERMAN. 














CUT YOUR DRY-KILN COSTS 


Gilsonite Roof Coating Aluminum Plastic Cooting 
Gilsonite Kiln Compounds Industrial Points 
Gilsonite Plastic Cement Wood Preservatives 


Application Department - Power Supply Equipment 


THE CORTON COMPANY 
MANUFACTURERS 





2455 N.W. 29th Ave. . PORTLAND 10, OREGON . BE. 2837 











Reduce your Steam or Air Leakage 100° —_— 
DAVIES FOUR IN LINE POPPET VALVES 
Our 25th Year of Dependable Service 
E. Cc. DAVIES 


MANUFACTURER 


Box 2335 PORTLAND 14, OREGON 





Phone: EM-6173 . Residence SU-0998 





For Better Wearing Surfaces and Reclaiming Worn Parts 


@ Cronkshoft recondition (Diesel and Ges) 

@ Bearing surfaces on mill shofts 

@ Bearing fits on pinions, ploner mandrels, tractor and truck ports 
@ Sew collar surface on er shofts 

@ Planer and moulding machine bed pictes ond guides 


WE USE HARD CHROME PLATING TO A GREAT ADVANTAGE ON THE ABOVE PARTS AND MANY OTHERS 


WRITE FOR BOOKLETS AND INFORMATION 


PRECISION ENGINEERING COMPANY of Sacramento 
2430 BROADWAY PHONE HILLCREST 5-3001 SACRAMENTO 18, CALIF. 








ELECTRICAL EQUIPMENT 
New and Used 


D. C. VARIABLE SPEED DRIVES 


Motors, Starters — V Belts, Sheaves G Sawmill Equipment 
Complete Electrical & Machine Shop Service 


MILWAUKEE MACHINERY CO. 


4000 S. W. Macadam Portland, Ore. ATwater 7228 








ELIMINATE YOUR SLASH FIRE HAZARD WITH 
FITCHBURG PORTABLE CHIPPER 


~e > 


Operating at 
COLLINS PINE CO. 
Chester, Calif. 


Distributed By 


WEED CONTROL SERVICE, INC. 


2601 S.W. First e Portland, Ore. ° Ph: CA-9893 


DEALERS: 
FRED E. BARNETT 
Monadnock Bidg., San Francisco, etc 
FAR WEST EQUIPMENT SAGUARO BODY G EQUIPMENT CO 
Spokane, Wash Phoenix, Ariz. 
SAW TOOTH COMPANY L. §. HOFFMAN 
Boise, Idaho Corona del mar, Calif. 
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LINCOLN LUMBER SALES, INC, 
Newport, Oregon 


Take pleasure in announcing the opening 
of our new Sales Office at 
Willmington, California 
and our 
Appointment os exclusive sales agents 
for 
LUNDY BROS., INC 
Waldport, Oregon 
and 
Wienert Lumber Co 
Newport, Oregon 
-O- 

LINCOLN LUMBER SALES, INC 
P. O. Bex 126 ~- Newport, Oregon 
TW 425.-U Tele: Newport 738.739 
L. H. Anderson——Sales Mar 
P O Box 87)-—Willmington, California 
TWH ZA-8028 Tele Terminal 53149 
Don FP. Vogt-——-Sales Mar 
World Wide Cargo Shipments 
West Coast Forest Products 











ENGINEERING 6 
EQUIPMENT CO. 


3290 Peralta St., Oaklend, Calif. 
apt 1. 





CALIFORNIA HEADQUARTERS FOR 


FRICK 


ible Sawmi 














BUY “GUARANTEED RELAYERS” 


Handle more cars better 





spend less to 
install & maintain with Foster Relayers 


Open-stock” shipments, all sections 124 
thea 175%. Switch Materials, Track items 
Send catalogs Rails Track Equipment 

Send free Track Maintenance’ Book 


“RAILS TRATK EQUIPMENT - PI PIPE PILING 


LLLVULIYLA; co 


PITISSURGH 30 WEeW YORK 7 
CHICAGO 4 HOUSTON 2 LOS ANGELES 5 








Be sure to read the latest FOREST 
INDUSTRIES NEWS section in each 
issue of THE LUMBERMAN. 








Archer Blower & Pipe Co. 
SLOWER SYSTEMS 


REFUSE BURNERS - FANS - REPAIRS 
INDUSTRIAL SHEET METAL WORK 


Secttic & 
MOhewk 1945 


Portieond | 
BRdwy 3642 











KLIEVER DECK SAW 


Hes 12” of Travel for Centering 
Sew to the Log Lengthwise. 
CUT YOUR LOGS WITH 
PRECISION & SPEED 
ELIMINATES WASTE 
Write for Complete Information 
to Manufacturer 


Kliever Machine Co. 


130 WN. Front PH—2-6435 
Medford, Ore. 














Overnight Emergency baer e 





on TACHU «wt. cece « GAUGES 
SPEED INDICATORS 
For Trucks, Tractors, Engines 
Industrial 
Hacked by 30 Vears Experience 


INSTRUMENT SALES & SERVICE 
803 E. Burnside Fi-7327 
Portland, Oregon 














WHEN YOU 
WRITE OR PHONE 
ADVERTISERS, 
IT WILL HELP 
ALL OF US 
1F YOU WILL 
MENTION 
THE LUMBERMAN 
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Corey Mig. Lo., Seattle, Portland, Chatte- 


poogs 

Crown Machinery & Supply Co., Portland 

Dominion Bridge Co., Ltd., Vancouver. B.C 

Evergreen Equipment Co., Portland, Ore 

Genera! Machinery Co.. Portiana 

Irvington Mac Works, Portland 

Johnson Engineering Works, 1. W., Tacoms, 
Wash. 

Keystone Machine Works, Roseburg, Ore 
imwood Machine Co., Cottage Grove, Ore. 

Klemeth Iron Works, Klemath Falls, Ore. 

Kliemeth Machine & Locomotive Works, 
Klemeth Falls 

Mater Machine Works, Corvallis 

Mc Mig. Co., Eau Claire, Wis 

Mereen-Jo Machine Co., Minneapolis 

Mill Engineering and Supply Co., Seattle 

Munnel!l & Sherrill Inc., Portland, Ore 

Newman Machine Co., Greensboro, N. C 

Northwest Marine Iron Works, Portland 

Olympia Supply Co., Olympie, Wash 

Peters Co., The, Portland 

Portland Maechinery Co., Portland 

Prescott Iron Works, In Portland, Ore 

Prineville Machine & Supply Co., 
Prineville, Oregon 

Salem Equipment & Supply Co., Salem, Ore 

Sel-Set Machinery Corp., Salem, Ore 

Boule Steam Feed Works, Meridian, Miss 

Star Machinery Co., Seattle, Spokane, Port 
land 


Sumner Iron Works, Everett 

Superior Mills, Inc. Dallas, Oregon 

Ward Construction Co., M. A., Eugene. Ore 
Western Steel & Supply Co., Dallas, Ore 
Whelend Co., The, Chattanooga, Tenn.; Port 


land 
Zidell Machine & Bupply Co., Portland. Ore 


SAW SHARPENING MACHINERY 
Armstrong Manufacturing Co., Portland, Ore 
Bante Sew Works, Redding, Calif 
Hanchett Mig. Co., Big Rapids, Mich., Port- 


land, Ore. 
Neileen’s Gew & Supply, Winston, Ore. 


SETWORKS—Pre-determining 
Sel-Set Machinery Corp., Salem, Ore 
Salem Equipment & Supply, Salem, Ore 
Mater Machine Works, Corvalis, Ore 
I. W. Johnson Engineering Co., Tacoma 
Wash 


SIDE HEAD GRINDERS 
Shortt Bew & EKnife Company, Tecoma 
Wash 


SPARK ARRESTERS AND ARRESTER CLOTH 
American Sheet Metal Works. Portland 
— s, John A. Bons Co., Trenton, N. 1; 

yy -t — Portland, Seattle 


SPRINGS—-ALL KINDS 
Betts Springs Co, San Francisco, Calif 


SPROCKETS 

Gear Enginecring & Mfg. C Lynw 1, Calif 
STACKERS—-STUD MILL 

Kimwood Machine Co., Cottage Grove, Ore 
STEEL STRAPPING 

Acme Steel Co., Chicago, Il!)., Los Angeles, 


Calif., San Francisco, Calif, Seattle, Wash., 
Portland, Ore., Vancouver, B. C 
Bignode Steel Strapping Co., Spokane, Seattle, 
Portland, Ben Francisco and Los Angeles 
United States Steel Co., Gerrard Steel Strap 
ping Div.. Ch 


TIRES wey bes 
Goodric’ B. F., Akron, Ohio 
a Five & Rubber Ce., Akron 
U. 8B. Rubber Co., Truck Tire Div, New 
York N Y 


vegess Goeevenvens 
Clutch Co., Seattle, Portland, 
by Aw Wis 


TRACTORS, EQUIPMENT _AND a 

Allis-Chaimers Co., 
Portland, Seattle 

Caterpillar Tractor Co., Peoria, Ill; Seattle, 
Ban Leandro, Sen Francisco, Portland, 

kane 

Collins Machinery Co., Seattle 

Howard-Cooper i Soe . Portland, Seattle 

Hyster Co., Portland 

International Harvester Co., Chic 

Oliver Co Cleveland Tractor De, Seattle, 
Portland San Francisco 

Tulsa Winch, Div. of Vickers, Inc., Tulsa, 
Oklahoma 

Wood Tractor Co., Portland 





TRUCKS, TRAILERS, ACCESSORIES 
Diamond T Trucks, Chicago, Ill, San Fran 
cisco, Caiif.. Los Angeles, Calif., Seattle 
Weash., Portlend, Ore 
Ford Motor Co., Dearborn, Mich. 
International Harvester Co., Chicago 
a Motor Truck Corp., Seattle, Port 


Rte Dies gutocurtag Se Long Island City, 
N. 
Truckstell Gales, Portland. Ore 
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HELPS GOOD MACHINES 
PRODUCE MORE LOGS 






FRICTIONS 


insure maximum service with 
minimum maintenance ..... 


FRICTION BLOCKS « BRAKE BLOCKS 
BRAKE LININCS 


CHAMPION FRICTION CO. 


PHONE 4-3353 EMERGENCY 4-7591 
EUGENE, OREGON 














Parkersburg Rig & Reel Co., Los Angeles, 
Calif 


Peerless Trailer & Truck Service, Inc., Port FEDERAL Wood 


land, Ore 


Reliance Trailer & Truck Co., Gan Francisco Pp | Pp E & Pipe 


Roberts Motor Co., Portland ose 
Trailmobile Company, The Berkeley, Calif 2 inches to purP 
Truck & Industrial Equipment Co., Portland, TA N ne 16 feet diameter. 

Ore 
Tulsa Winch, Div. of Vickers, Inc., Tulsa, Wood Tanks 

Oklahoma + @) 100 gallons to 
White Motor Co., Seattle, Portland, San 


$00,000 gallons capacity. 
6851 East Marginal Way 
RA. 0582 Seattle, Wash. 


Francisco 


TRUCK EQUIPMENT 























Truck & Industrial Equipment Co., Portland, » ip 
Ore 
TRUCK TRANSMISSIONS AND CONVERSIONS USED Circular Saws sharpens 
Eaton Manufacturing Co., Cleveland, Ob PPER 
Puller Mig. nag Mich. - Slashers - Trimmer G Head Saws, etc. CHIPP 
Roberts Motor Co., Portland —" ; , 7 a a 
Timken-Detroit Asie Co., Detroit PACIFIC SAW & KNIFE CO. CHISEL 
912 S. E. Stark Filmore 5463 SCRATCHER 
TURBINES—Electric 
Charles Weaver, Detroit, Mich Portiend, Ore. chains 
—_ NIELSEN 
Devies, E. C., Portland Pacific Skrag—Pacific Turner 
Meeke: Valve Co., Dallas, Oregon Pacific Planers—Pacific Feed Tables 
Pacific Edgers—Pacific Resaws i G W | N D fb Q 
WEED AND GRASS CONTROL Pacific Sawmills—Pacific Band Mills saw chain 
Dow Chemical Company, Midland, Mich 4 Machine Works : 
E. I. DuPont de Nemours & Co., Inc., CMU Luster Engineering P. O. Box 67 fast . accurate . simple 
Division, Wilmington, Del. Melrose 1224 Seattie, 5, Wash 


Dealer inquiry invited 





WELDING SUPPLIES 
Industrial Air Products Co., Portland 





HEADQUARTERS 
FOR WILLIAMS-WHITE 


WIRE ROPE nee VanesEeS NIELSEN YT G Supply Co. 
American Chain & Cable Co., Bridgeport, Comprete Line of womens Suap Voor * \ 
Conn Lathes, drill presses, saws, ets Si\ Phone: Roseburg 99-8484 
Bethiehem Steel Co., Ban Francisco, Portland, WRITE FOR FURTHER INFORMATION 
Beattie . 
Broderick & Bascom Rope Co., Seattle, Port Allied NW Mechine Tool Corp. P.O. Box 647 * Winston, Ore 
land, Sen Francisco, Angeles, Calif 22 ] P and Phone FI-7* 








Edwards Company, BE. H., Ban Francisco, Los 
Angeles, Portland, Seattle 

Leschen Wire Rope Div. H. K. Porter Co., 
= Seattle, Portland, Ban Francisco 

cles, Portland, Seattle 

anual yte Co., Kenosha, Wis; pattie, Port 
land, Sen Francisco, Los Ang cles 

Roebling’s Bons Co., John A., Geattle, Port 








TURBINES 


U. 8. Bteel Corp., Seattle, Portland, Gen 


Colorede Duct & Iron Corp., Wickwire Spen BOI LERS 
cer Steel Division . Denver, Seattle, 
a Gen Fran isco, New Orleans, DIESELS 





WORK end TUG BOATS 


L. 8. Baier and Associates, Portland, Ore 
liwaco Boat Works, Iiwaco, Wash 


Any Size 
I Write for Prices 


iving Y 
WOOD PRESERVATIVES Giving Your 


Chapman Chemical Co., Memphis, Tenn.; Requirements 
Portland, Ore 1000-KW ALLIS Turbine 
Du Pont, BE. I. de Nemours & Co., Seattle, 19701 James Couzens Highway 


Portland, Ban Francisco 
R. T. Vanderbilt Co., Inc., New York, N. ¥ 
Portland, Ore. 


BR 
MICHIGAN 


3-1901 
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MARATHON GANG MILLS 


INCREASE YOUR 


PRODUCTION 
AND 


LOWER YOUR COSTS 


¢ Made in Northwest 

e SKF Roller Brgs. Main Shaft 

Suitable for Small or Large Oper 
ations 

High Production Per Man 

Easily Installed 

Little Vibration 

No Parts Problems 

Thin Saws Reduce Waste 

20” x 20” Opening 

Saws Cants or Small Logs 

Cuts up to 30M Per Shift 

Immediate Delivery 

Low in Cost 





Only $7350 fob, Portland, Ore 


Marathon Gang Mill 


This mill has been tested and proved in use. Now 97 MARATHONS 
operating in the West (8 in Oregon) Ask us for demon 
stration or list of Installations in several Western states. 


THE PORTLAND MACHINERY CO. 


“When You Think of Machinery Think of Portland Machinery” 


208 $.W. FIRST AVE. . PORTLAND, OREGON . PHONE AT 9633 











Truckstell Hydro-Tra 
Trailing Axle r 





CAB CONTROLLED 
VARIABLE TRACTION 
Write for Circular 
NORTHWEST TRUCKSTELL SALES 
835 S.E. Hawthorne @ Portland, Ore 
EAst 1114 














WHEN YOU 
WRITE OR PHONE 
ADVERTISERS, 
IT WILL HELP 
ALL OF US 
IF YOU WILL 
MENTION 
THE LUMBERMAN 











mined Set Line Bar. 


"78" 


set. 


A NAME TO KEEP IN MIND 


KIMWOOD MACHINE CO. 


DESIGNERS - MACHINISTS - FABRICATORS 





7 
Yor may not be able to make a mountain out of a mole hill, but you 


are sure to make a mountain of accurate lumber when you saw cants 


with a KIMWOOD Vertical Band Resaw and a KIMWOOD Predeter- 
KIMWOOD Resaws are manufactured in three models “54” - “66” 


KIMWOOD Line Bars are designed to fit any vertical band resaw 


system in either a light duty manual set or a heavy duty air operated 


KIMWOOD 


COTTAGE GROVE, OREGON 


PHONE 1010 
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USED OVAL TRUCK & TRAILER TANKS 
also used oval tank trucks & trailers 


Suitable for road sprinkling, fire protection, 


petroleum dispensing, ete. Capacity 2,900 gal. up. 


| CALL BEALL FOR IMMEDIATE DELIVERY 
PORTLAND UNiversity 3631 e BILLINGS 9-1929 e BOISE 3-3830 


ii! BEALL PIPE & TANK CORP. * 12005 N. Burgard, Portland, Ore. 











THE BOOK SHELF : SPEE-D-TWIN 
faut Pemeete ppc on age © om... 8 eo STEAM FEED 


Directory Western Forest Industries ii ond 
Directory Southern Forest industries J helps the smetia 


Forest Management—by Chapman ‘ ——— medium size sew- 
Forest Mensuration -by ! ‘ 


e & . mill to moke ¢ 
Forest Soile—by Lutz & Chandl« . 3° profit through 
Forest Valuation—by md Me . ™ : , 

Harvesting Timber Crops. y Wack el GREATER 
Leung by Nelson Brown . oF PRODUCTION 
umber——by Ne >» se = 


Lumber 6 Log Exporters Guide by ‘ without increased 
Modern Plywood y | expense. 
Practical Lumberman, 6th ‘Edition I Uses no mere st tt wate or frtatian ¢ 

Wood Preservation—by Hunt & Garret! x Less expensive to operate. Much faster. Full 
Forest Protection —by Hawley x details in Catalog W. Y for the asking 

Wood Technology——by Harry Donald Tiemanr 6.00 ours 


Add 50c for Canada and Foreign—CASH WITH ORDERS SOULE 


THE LUMBERMAN os... ere ak STEAM FEED WORKS 


MERIDIAN, MISSISSIPPI 

















ALBANY 


IF ITS A BAND MILL YOU ARE THINKING OF —BE 
SURE AND SEE ALBANY—FOR THE BEST FOR LESS 


It pays for itself over a circular in a short time in kerf 
alone, plus better manufactured lumber 
Outstanding Features: 
Upper sofety pressure type guide. 


Straining device is knife edge type throughout and is 
absolutely anti-friction 


Top wheel can be moved towards or away from the saw- 
line without changing the strain ratio 


Tilting of upper wheel & accomplished by raising only 
one of the col dent of the other by dis- 
connecting the jaw dutch. 





Adjustment for upper wheel for cross line by special 
eccentric shafts in upper end of column 


and many other Outstanding Features FOUND 
ONLY IN ALBANY. 


Other ALBANY products we manufacture 


Random Length Trimmers Air Lift Overhead Air-Lift Undercut 
Wheel Type Selective & Automatic Overhead — Resaws Line Bare 
ALBANY 7 ff. MILL And Other Sawmil Machinery. Chain Drive Trimmer 
Built in 6, 7, 8 and 9 ft 


ALBANY MACHINE AND orhidiead COMPANY ALBANY, OREGON 
Re'ne Fritz, Manager Telephone WA bash 8-9441 
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PROFESSIONAL naan Oe sae See Hage. oeees MEDFORD MACHINERY COMPANY 


INDUSTRIES NEWS section in each ; 
SERVICES issue of THE LUMBERMAN. See & Re Gulp ant oe 


struction of sawmills (circular, band, 
gong), plywood and woodworking 
. ; plants, planing mills and dry kilns 
Ww H RAM BO power plants (steam or diesel), 
2 : - special woodworking machines, all 
Industrial Plant Engineer @ types of conveying and materials 
Layout, Estimates, Designs, Reports, handling systems. 
Construction Supervision H. C. Mason, Chief Engineer 
PECIALIZING IN: Saw > A 240 McAndrews Road P. O. Box 309 


‘ 
Barking and Chipping *Srongsiens’ Medford, Oregon Phone: 3-5262 
Installations, Plywood Plants, 


Hardboard Plants, Woodwork Cc. D. Schultz &@ Company 
ing Plants, Planing Mills, Incorporated 


Power Plants and Dry Kiln 
Installations White-Henry Stuart Bidg. K. B. Wood © Associates, Inc. 





———— 











nagement 
LOYALTY BLDG. PORTLAND 4, OREGON Timber and Development Appraisals 
BEacon 5101 Seattle, Wash., U. S. A. pamauinraal Gian 








Aerial 
2623 N.W. Industrial St. Portland, Oregon 
COLUMBIA 2485-86 














JOHNSON G JOHNSON 


CONSULTING ENGINEERS INDUSTRIAL DEVELOPMENT CO. 
BOARD, FELT, PAPER G GYPSUM PLANTS ec gel hy 


DESIGNERS G CONSULTANTS FOR HARD- 
BOARD, CHIP 6 SHAVING BOARD & OTHER 
] WOOD UTILIZATION PLAN 

211 PORTLAND TRUST BLDG. cere UTILIZATION PLANTS 
PORTLAND, OREGON PHONE HAwthorne 4413 Dale L. Schubert 


Main Office Engineering 
CHICAGO, ILL. HOUSTON, TEX. 


-— ———— : 
{BRUNING| 
MECHANICAL LOG BARKERS Cortex Mache 
Blue Prints and Photostats 
Engineering and Drafting Supplies 


Nicholson Manufacturing Company CO. 























Designers—Builders of Special Machinery and Plants 


5416 14th Ave., N.W. HEmlock 0133 Seattle, Washington FOR yey — 


vi CONSTRUCTION CO., INC. 


D. E. COLLINSON F. E. BALDEN COMPANY 391 E. Third Avenue. © Eugene, Oregon 
Registered Gaginees Mechanical Engineering and Contractors Phone: 4-5531 

 —a 122 S. W. First Ave. 

2005 200 $e." Phone: EV 1 5657 Portiand 4, Ore. 


Milwaukie, Oregon | PHONE: ATwater 5652 “aide 


M. B. HINDS COMPANY 


2605 $.W. 3rd Ave. BRoadway 7579 


W A NTE D Portiand, Oregon 
SAWMILL SUPERINTENDENT ane 


SMOOTH OPERATION 
bor modern operation, running two shifts, produc ing 35-4) meee | lima 









































million feet annually. Duties will entail supervision of saw INDUSTRIAL COMPONENTS 


INCORPORATED 
mill, steam power plant, machine shop, plant garage and et 9651 S. W. Canyon Rood 


Must be experienced, furnish references and ¢ apable of getting Portiand 1, Oregon 





maximum grade and production 
Replies will be held confidential until deal in offing and you wae 


superintendent 
iuthorize our contacting your references } 


Write TL Box 26, ¢ o THE LUMBERMAN 
71 Columbia Street. Seattle 4. Wash 
lable alate Writ 
rHE LUMBERMAN 

Seattle 4 Wa 
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WANTED 
wit? ry 


LOGGING SUPERINTE NDE 
AHL — 


FOR SALE 
der type « inter 





BUYERS GUIDE 
and 


CLASSIFIED. SECTION 


WANTED 


SHOT Gun Feed, 8 or 10°—perfect 
condition. 

Sorting chain for green table with 
motors, shafting and sprockets. 

6’ Horizontal Resaw—good condition. 


WANT! 
NORTHERN LUMBER COMPANY, INC. Contract ings wanted, 40 
POLAND, W. Y. LOLA MAM. 31 ¢ 


Wa 














SAWMILL FOR SALE 


Complete all electric 35.000 B.F awm 
planing m cated lé 
‘ or Zita mw of 
Includes 9-ton f 
higt ne, office 
tic 
Write: Stone Canyon Mill G Lumber Co 
Longvale, California 


re 
rk lift, 2-tor 
ll house 





OUTSTANDING VALUES 
WEST SALEM MACHINERY Co. 


7th & Murlark « SALEM, OREGON «+ Phone 4-2213 


« SHAW-BOX 15 TON BRIDGE CRANE 
« P & H 25-TON TRUCK CRANE 


Available for Immediate Delivery 


USED LIFT TRUCKS, CARRIERS, SAWMILL 
MACHINERY & MACHINE TOOLS 


SPECIAL 


2-10 ft. American Cyclones, complete with all-steel frames for 
mounting. 
One new—One slightly used. New Price—82300. 
Our Special Price —8950. each. 
Also 150-24" blower pipe @ $1.25 per ft. 
90-10", 16 ga. blower pipe @ 81.00 per ft. 


Steel frame belt conveyor sections from 10 28" wide, 6 to 
58 long. 
Gearhead motors from “4 to 15 hp. 


Write for additional information 








CALDWELL MACHINERY CO. 


QUALITY MACHINERY 
Keeps Your Sawmill Operating 
COMPLETE LINE 
SAWMILL MACHINERY 


NEW and USED 


Band—Gang—Circular 
Carriages— Edgers—Trimmers 
Electric Motors—Reducers 
Electric do Drives 

Berry Hydr Orives 

NOPAK Cylinders & Valves 


HOE SAWS 
Gang—Circular—Bits & Shanks 


USEO— Bargains 

i SIOIA Dependable Side Hd. Grinder 
|—Model 8.12" « | HP Irvington swing saw 

‘” « 42° edger table 

24° section & x WW" tive rolls 

20 dbi. end Tower trimmer 

18-43-48" serew bit carriage 

air dogs, Andrus set, track 

&’.2.48" c air electric remote control 

carriage w. track 

"“ « 10 dbl. acting air cyls 

2 = 6 dbl. acting air cyts 

2 HP 1750 RPM 440V motors 

| HP 1750 RPM 440V motors 

eet 6K center match side hds 

BeeGee log Turner 


EXPERIENCE - SERVICE - ECONOMY 


58 SW Oak St. Portland 4, Ore. 
ATwater 1565 Blackstone 1-4454 


CONSULTANT DESICN 
20 yrs. Sawmill 20 yrs. Machy. Sales 


TELL US YOUR NEEOS—WE CAN HELP YOU 














STAR VALUES — IN STOCK 


PLANERS-—-MATCHERS—-MOULDERS BAND RESAWS--BAND RIP SAWS 


: Used 6 Fay & Egan vertical band resaw 
Used 407-M Woods 6°'x15” ball bearing, motorizec N K-52’ Turner vertica gle band resaw 
ylaner-matcher, feed table 
Used 500 Newman 6''214" planer-matcher 
feed table, blower syster nd ' 
Used 3225 Woods 6''x15 7 , ; 
New N 8-B Newmar ‘ is ‘ vy 6 4 ~churman stub edger 
der, 75 FPM ; New 4)/2x3 
New 500 Newma ye) planer-matcher, 200 yew fi 4 Star top saw rig 
FPM. 6-knife vow gle ¢ q frame 
New 512 Newman 8x16’ planer-matcher, 325 FP Inused nigger cylinder, LO R42" stroke 


SAW MILL EQUIPMENT 


wer 2-saw trimmer, 6 to 24 
: 


Miner 3-saw gang edge 


55 Newman feed table WOODWORKING MACHINES 
tem 512 Used 36” Oliver band saw, ball br¢ 
HP. OMD 
ew 36” Cre 
whee 
FILING ROOM EQUIPMENT New Sw824 t 
HP wedge bed 
GK Hanchett 38 knife grinder Jur 5 te Vouk 
271 Newma dehead grinder, bench type fh pe jive } ter 
G-16 Newmar dehead grinder, pede jew 2750 Diet traight f 
G-232 Newman Hydraulic knife grinder Used 224 American 30’'x7 git 


COMPRESSORS, STATIONARY 
BAND AND CIRCULAR SAW MILLS Used Model ER-1 Inger Rand 9's8 
yled, 110 CFM 
vew 24 Star mill Unused Smith water-cooled, bare 
New 54° McDonough band m cial price 
New American Porta-m New M-40 Wortt 


10 CFM p 


CrM 


STAR MACHINERY COMPANY 


SPOKANE SEATTLE PORTLAND 
E. 415 Sprague Avenue 241 Lander Street 801 S.W. Front Ave. 
Riverside 6121 ELliott 0760, Ext. 19 ATwater 7395 
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Equipment For Sale 


GOOD MACHINERY BUYS PLANERS © MOULDERS 


Cawnns =— GRINDERS——ANVILS 
ar hn Mtub Helge bin fi awe 
t we ow an 


_ ROLL CASES 
ler ea 
driven 


KILN TRUCKS 
Length Wheel Channel 


r or bres 


WOODWORKING MACHINERY 


" American band saws, mot zed 
a i orized wurtacer 
. nested to T%-hp t USED CHAIN 
” mot \sed jointer iu 
 @ ined 
aw a “hp alinost new 


MISCELLANEOUS 


: fa 
hale ainda shape 
f saws 
“ marhine Parke 
imaw t tina 


DONKEYS 


wit Yarder with “ hp Weukesha 
cK 

' 1 in Riad sackiine ca ad 

geo Che Mig. ¢ 


STEAM CYLINDERS 


MOTORS ‘used: 


yp 20 rom Vertical Gearhead Motors 
220 /440/4 60 


CARRIERS 


‘GOLDSTEIN & BLOCH General Machinery Company 
122 Southwest First Avenue, Portland 


BOX 33, ABERDEEN, WASH. PHONE AB. 1234 Phone: ATwater 6573 

















BARGAINS—USED SAWMILL EQUIPMENT 


Partial List of Machinery 
At Inman-Poulsen Lumber Corp. Mill, Portland, Oregon 


10° Band Mill Conveyors Hyster Carriers 
Carriages Live Rolls, All sizes 48” x 48” package 
Log Deck Equipment Gear or chain driven Cranes—Stiff Leg and 
Some in Steel Cases Northwest Crawler 

Type—1%4 Cu. Yd. 
Mill Chain— 


All types & sizes 
Blower Fan, 55” Double ines te Shanes 
Sturtevant with 100 HP Speed Reducers— ; P P 
600 RPM 440 V. GE 5 HP to 20 HP Machine Shop Planer 
; 10:1 ratio to 72” Sumner Chipper 
motor and starter 95 to 1 ratio Never installed 


Steam Feed Engines 
Edgers Electric Motors 


Squirrel Cage 


T 
rimmers Slip Ring 


We invite your inquiries and inspection 


INMAN-POULSEN LUMBER CORP. 


Subsidiary of Georgia Pacific Plywood Co. 
P. O. Box 2229 Phone EAst 5993 PORTLAND 14, OREGON 
Evenings & Holidays 
Paul Garmire, Salesman — CH 4031 ° H. J. Leaf, Mgr. — PR 1-224] 
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FOR SALE OR TRADE 


Clark 5’ Band Mill—almost new 

Yates-American 64°’ ¥ 50 Resaw 

Mershon 54’’ Band Resaw 

Mereen Johnson Resaw 2-215 

Berlin 30’’ 2-side Planer 

2 Cat Diesel Power Units—95 & 150 HP 

1 Lane Circular Saw Mill with Carriage 

2 Kerrick Log Kleaners 

1 Taylor Panel Flow 66°’ x 10’ with auto- 
matic cut-off saw and boiler 

1 Dieh! Glue Jointer and Edge Moulder 

1 Dieh! Cutter, Grinder 

1 XL Moulder 4’’ ball bearing 


NORTHERN LUMBER COMPANY, INC. 
POLAND, W. Y 














NEW SUNBO GANGSAW 


FOR SALE ary Sadr Aarts Be 


u 
erhang device ry of over OOM jer “shift 


Immediate delivery NEW 54” “PRESCOTT BAND 


Stetson-Ross all electric ball bearing “ ; 

» > . ' k Will | e 56 kerf of ie” wk 
6-10-Al (15''x8) Planer-Matcher ir : will Randle Ge” leg. “Ker red," avereas 
practically new condition, complete with ' SM. Log costs today are t tet 


feed table, profile yolks, all top and bot 


tom and side head equipment, complete “USED MACHINERY 


grinding and joining machine together PRICED To SELL 


with portable knife grinder including . ensoil.-RAd ee Eee 
hoods for collector, also other spare heads wate ie ene 

built for this machine, and etc supplies 
Now in operation, can be inspected. Stet on 
yn-Ross state replacement cost of above KL An tus at > ee ve 

equipment, $40,000.00. Our price, net uN R niger, val 

fob. cars Chicago, $25,750.00 - aw Gree 





Are Distribut« 


HUSS LUMBER CO. ms stointaaine 6 Sure. co 


ARMSTRONG MFG. CO 
1350 FULLERTON AVE. 
CHICAGO 14, ILLINOIS CROWN Machinery & Supply 


FREDO G. SWENSSON THOS. |. HALEY 
my NEW ADDRESS 

PHONE LINCOLN 9-1700 805 N.W. Thurman St. 

PORTLAND 9, OREGON PHONE: BR 0606 





























: now distributed by Schnitzer & Wolf! 
SUUWOLS Ty 
SASH GANG SAW 


@ Fully automatic No Vibration 


® Oil Hydraulic only small 
® Steel moving parts foundation required 


This maximum capacity sash gang sawmill is a most 
up-to-date highly developed model, A machine of 
the most durable construction and highest quality 
of material and design, it is manufactured in Ger- 
many and now offered to the American lumberman 
at prices that cannot be duplicated by American 
manufacturers. This sawmill is designed to be the 
fastest and most accurate method of sawing logs 
into lumber of any dimension. Can be operated 
elliciently with a minimum of manpowet! and horse 


power, and a great reduction in sawdust and waste. 
22” - 28” and 30” opening! 


Write for catalog and prices! 


distributed in Northwestern States by 


¥ fest AVinut PORTLAND 4. ORTGON 
Alwater 7501 
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FOR SALE ne oe FOR SALE 


oe ee BAND SAW MILL AND EQUIPMENT Immediate delivery 


All electric driven. 
Mershon-Woods 54” direct motor drive 





1G’’x 70)" 104 a 1S) ‘ , 
, y afranged as a dimension All in good operating condition. 


resaw, left hand, complete with 11 blades 

planer with 6 knife head quiy I oe RN turbo generating set and all collector hoods, new would cost ap- 

ment ‘S-hp and 40-hp motors and | Allis Chalmers 8 Band Mill, 3 block car pres, SESCSOSS. New running och 

! I riage with 52” opening, 12” shot gun inspected. Our price, net, f.o.b. car - 

ontrol. Feed table & extra head feed 40° long. cago, $5,750.00 
72° wide edger, with 4. 20° dia. sows 
Under cut trimmer, nigger, slab slasher, 
YATES-AMERICAN and band saw grinder HUSS LUMBER co. 
All can be had at a price that will make 1350 FULLERTON AVENUE 

MACHINE co. qood lumber cheaper than you can pro 


duce on a new mill. CHICAGO 14, ILLINOIS 
836 NW l6th Ave., Portland 19, Ore D. M. ROSE AND COMPANY PHONE LINCOLN 9-1700 


Knoxville, Tennessee 



























Caught in a BOTTLE NECK? 


Wire — Phone — Write 


BADER & CARROLL 


FOR NEW AND USED 










sw 

















HANDLING EQUIPMENT 
Hoa 2 er ¢ ' . 









DRILL PRESSES 
Ha sch geared WELDERS 
! Anas wT a OF I KED } Leal le PILLS Ww = 


FILING & GRINDING EQUIPMENT NUT RUNNERS, SCREW DRIVERS AND 
w Lbependable lehead ¢ nd BENCH GRINDERS 


WE ARE NOW SELLING 


New " bbe. ‘ her ol ALL MACHINERY equipment, motors, carriers, boilers, and 
0 HOTS trucks of the CORVALLIS LUMBER COMPANY. All equip 


 fenees with an ment is available for immediate sale Complete list and quota 








w Michigan Deflance %*” knife grit 





tions mailed on requ St 
















h oh " anne, a c a Me Log Stop & Leader Woods *702B Moulder _ Trimmer 









» cee, Gacle-drem crenet heta—eo seee—t Log Turner Carriage Feed Engine Star 4-ton Gantry Crane 
sa W drum holst, waterfall” type on 13" st Nigger Band Mill Resaw 

wide, 10" core, 714° Manges. tian sell an sini Carriage Edger Grinding Room Equip. 
» ee” ee ae ee oe al American *77A Planer Berlin No. 91 Planer 
SULLIVAN w/lbhe meee 














WIRE ROPE SPECIAL Saige ~ 
cmcegsoe | @ BADER & CARROLL 
Used 116" IWHE 6/19, veriows 122 S.W. FIRST AVENUE =~ Phone CA 1013 
lengths, No. | and No. 2 quality PORTLAND 4, OREGON or BEacon 8501 
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SAW MILL MACHINERY 
SPECIALISTS 


Northern California’s Most Complete 
SAW SERVICE — BAND & CIRCULAR 


— NEWLY ADDED 


COMPLETE MILLING MACHINE FOR MILLING.OUT 
INSERTED TOOTH SAWS 


BANTA 
*& saw wWorKS 


Redding, Calif. Phone 532 














SOU. CALIFORNIA LUMBER YARDS 
FOR SALE 


Advise amount investment desired 
TWOHY LUMBER CO. 
714 W. Olympic, Los Angeles 15 


Exctusive Lumber Yard brokers for over 40 year 








FOR SALE 


Turner resaw, Model E-52 
Very good condition 
Available around August 15 
SANTIAM LUMBER COMPANY 
Sweet Home, Ore. 


Phone 1291 








SCOUGAL RUBBER 
MANUFACTURING CO. 


WE CAN MANUFACTURE 
ANYTHING OF RUBBER 
2731 First Ave. So. Seattle, Wash. 











For 55 Years Headquarters for Sawmill Machinery 


HOISTS AND CRANES 








New mn Schu an dt Dru i 
New n Ger t Heet I i 
New PAaAHS nh f M ‘ 
New I iget Hi k 
Used Skagit sing v ngit 
t Ame ar ‘ 4" 40 Hil 
SHOP TOOLS 
Ul Oster Pipe & I Threacde 
Z6A Marvel High Spee Hacksaw 
x1 Marvel Cea 1 Head Lat) 
Ke mith Gea 1 Ma M 
FEED WORKS 
A ar Db | 
New 5x6 SpeeDee Twin } 
I Hydra Ls J 
a42 Shotgun } 
2 Shotgun } { 
RA Ss ‘ T I 
MOTORS 
Used HP nRrM GI 
New OouP & nvM A Cha RE 
New 1 HP 1200 hI’M A Cha hl 
New 750 Watt ga 1 en Genera 
New Hr 2 nM hi A tha 
t 1 Hr i nreM Ph Gk 
t 12 Hr nhrvM bE FM 
' 1 KVA W t t 
saw Type Gea & 1 ! 
neh 
I k of * r ‘ 
MARATHON GANG MILLS 
I I I y ( 
” " ' Ww 
BARGAIN PRICES 
Ueed Shafting & I BY 
t | ar a t 
Used Chain #74 8 
t Dp » all b 
( wd t k 


Agents for LUMBER DRYALATOR, INC. —High Speed 
Ory Kilns. DIAMOND IRON WORKS—F uel Hogs and 
Chip Mills SCHURMAN MACHINE WORKS—Edgers 
Hoists BERRY MFG Hydraulic Carriage Drives 
WORTHINGTON CORPORATION—Comopressors, Pumps 
WHELAND COMPANY—Band Mills, Circular Sawmills 
Edgers, Trimmers, Carriages. IRVINGTON—Trim Saws 
ARMSTRONG MFG Filing Room Equipment be 
PENDABLE—Knife Grinding Equipment and Moulders 
ALLIS-CHALMERS MFG Motors, Controts, Drives 
COMET—Radial Arm Saws. DAVIS & WELLS—Wood 
working Machinery. BE GE 
P & H — Hoists. BINKS MFG Paint Spray Equip 
ment. MARATHON and LINCK Gang Mills 


Hydraulic Leg Turners 


FILING ROOM EQUIPMENT 


HOGS AND CHIPPERS 
New Diamond #25 Hog 
nd 5 Hog 
New Diamond #145 Chip M 











\ ne #4 Band Saw ¢ riche 
‘ zi4 Au Hand Sa u 
Mara n Giang Grincde 
i « ‘ Cart e Saw Crind 
Hanche #2 LH Band Sa a 
‘ £00 Li Band Saw Grind 
1¢ 3 Rit Band aw ¢ ' 
i¢ 4 Ril Har Na ‘ 1 
A 4, Mtret K 
1 24 ‘ (jar Na (irin 
A ne #54 ¢ ar Saw ¢ 
far t Svan 1 Saw ¢ 
\ Hand G 
Uw la ne 
‘ nin ‘ 
COMPRESSORS 
teed Ing Rand 
! Rand I’ a! 
! ‘ s mn A 
It Rand I’ at 
teed Worthington a 
Worthington a 
1 1 Worthingtor 


Used Worthingtor 


New Dia mi #14 Hlog 
! 12 Diamond Hog 
t 1 1) Diamond ti 
t i ‘5 Diamond tt 
! iw i AXA ilar i Oras nin 
! 1} his log 
LOGS AND CANT GANGS 
Marathon Gangsaw i displa for laws or Cants 
Marathon #200 Gangsaw 2 pecial f Cant 
Linck (iar 1 “ arts "i 1 
! 1 8002 Wickes Car wane 
t 1 Cat ' 

















KNIFE GRINDERS 


1A mn oH knife grinde 


BAND MILLS AND CARRIAGES 


Union Band M lier bearing, KH 
Vreseott Hand M nit 
vew Wheland 7° Kil Band Mill 
Yate Hand Mill, all cast Li 
4” ihe n Por Hand M 7” biad 
toed A an 8 Maw 
4 Cor a ‘ arriag 
t Work crow t 
New Wi amt 2m 1 able M 
! and Iron Worka ¢ opening, 31 h 4 ae 
s ' ! Works f ob 
s ner 60° opening Headbi 
‘ nth Hydraulic Mawr a ae 
' Iron Work t ki pening at 














Dependable JOA a " kr t 
fog A Dependable lehea ‘ ' 
I> 4 " f “a A ‘ L ‘ t 
‘ aK ate pe, I (iris 
‘ A ar algal Kr ‘ ! 
‘ NTA A 4 ‘ 
Grinde 
Fa & bear 2 Au ‘ } ‘ 
I I Kr ‘ 
NEW AND USED PUMPS 
“ ngton Duplex B Feed 
1 6x4x6 Worthington Dug K Vee 
Wa Ur iting 
“ ni” Cer arom 
I } ! i 
Advar » i j 
} 1 
MILL EQUIPMENT 
w ' i T t 
! j De 
t TT A! ‘ 
t 8 & Iva ‘ ‘ ‘ 
I b h 
! ‘ ‘ nt T + 
t ! at Irom I T T 
ne GE I T 
‘ ‘ ‘ 42 


PLANERS—-SURFACERS—-MOULDERS 
£401DM BAW 
New x ‘ nhs 


is, Kleetric, dbl. profiles 
Marativon llaner Mate 
! OK Plane Match 











Ht , Pngir yM 
ar D b.ng\ne ket 
na bat - 
OnMP ¢ el j bo 
2A Cer (rank 4%« | 
* HUNT ‘ x 








Ihe n #O6 ¢ . ‘KR Matehe with Wipe 
teed Lami i t with } “ thalv 
tewd Frank s 24 Hargain 
R ar tog 2 af f mn hearing 
mt 2416" « & T tne 
EDGERS 
an 6 « 54 hea du stub Pelee 
' ‘4 Table Pelee fouble init 
towel Heat . ih Palge 
t ‘ ‘2” Bi Newport Btub Page 
teed mn 6s42 4-saw Mtub Page 
' 1 "a New 't HH Table Page 
1 weet ' A Lit or bre b vA 
t 4A } h gang a 
RESAWS 
! 54” Pact Hand leew 
t Mershon #4° Resaw, saw? type tek 
! 1 ‘" Mershon, anti-f tlon bearing 
taed 84° Mershon, anti-friction hearing 
tat 4 24 Hand & Resaw 
1 42" ¢ le mm Tend leew 


THE PORTLAND MACHINERY CO. 


“WHEN YOU THINK OF MACHINERY, THINK OF PORTLAND MACHINERY” 


208 S.W. First Avenue 
JULY 1955 


Portiand 4, Oregon 
THE LUMBERMAN 


Phone ATwater 9633 
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The LUMBERMAN'S Advertising Index for July 1955 


These advertisers BELIEVE in the forest industries and are well prepared to serve you. 


162 


A 
Air Applicator Company, Inc 149 
Albany Machine & Supply Co 155 
Allied Northwest Machine & Tool Corp. 153 
Allis-Chalmers Manufacturing Co 89 
American Sheet Metal Works 3 
Anderson Blowpipe & Mfg. Co 74 
Archer Blower & Pipe Co 152 
Armstrong Manufacturing Co 86 
Atkins Saw Div., Borg-Warner Corp 18 
Auto Car, Div. White Motor Co 5] 
8 
Bader & Carroll 166 
Baier & Associates, L. § 147 
Balden, F. E 156 
Baldwin-Lima-Hamilton Co., Inc 50 
Bantord Charles F 84 
Banta Saw Works 161 
Beall Pipe & Tank Corporation 155 
Berger Engineering Co., Inc 46 
Bruning Company, Inc., Charles 156 
Bucyrus-Erie Company 20 
Cc 
Caldwell Machinery Company 157 
Californian Hotel 143 
Campbell Court Hotel 132 
Caterpillar Tractor Company 7, 10, 37 
C & D Welding Company 145 
Chain Belt Company 21 
Champion Friction Company 153 
Chevrolet Motor Div., General Motors 29 
- Clark Equipment Company 39 
Coast Neutralizer Corporation 148 
Coe Manufacturing Co 89 
Collinson, D. E 156 
Colorado Fuel & tron Corp, Wickwire 
Rope Div 85 
Columbia Rubber Mills 148 
Conroy Publishing Company 147 
Conway & Son, A.M 40 
Crown Machinery & Supply Co 159 
Crow's Digest 144 
Cummins Diesel Sales of Oregon 57 
Cummins Engine Company, Inc 66.67, 69 
7). 73, 75. 77,79 & 81 
Cunningham Manufacturing Co 147 
D 
Davies, E. C 151 
Dependable Machine Company 135 
Diamond tron Works, Div. Goodman Mig 
Co 56 
Disston & Sons. Inc.. Henry 131 
Dodge Truck Div, Chrysler Corp 33 
DuPont de Nemours & Co., Lignasan 
Melsan 109 
E 
Eaton Manufacturing Co 2nd Cover 
Ederer Engineering Co 44 
Edwards Company, E. H 31 
Electric Steel Foundry 143 
Euclid Div., General Motors Corp 101 
Eugene Equipment Co 149 
Eugene Truck & Machine Co 150 
Evergreen Equipment Co 140 
Evinrude Motors 124 
F 
Federal Pipe & Tank Co 153 
Filer & Stowell Company, The 64 
Firestone Tire & Rubber Co 113 
Foster Company, L. B 152 
Frick Company 142 
Fuller Manufacturing Co 13 
CG 
Gabriel Boiler & Fabricating Co 144 
Galland-Henning Manufacturing Co 90 
Gear Engineering & Manufacturing Co. 149 
General Appraisal Company 137 
General Machinery Company 158 
General Saw & Repair Co 150 
Goldstein & Bloch 158 


Goodrich Company, 8. F 35 
Goodyear Rubber & Asbestos Co 154 
Gorton Company, The 151 
Greenlee Bros. & Company 143 
Gruendler Crusher & Pulverizer Co 72 
Gunderson Bros. Equipment Corp 134 
H 
Hamilton Division, The Lodge & Shipley 
Co 120 
Handlery Hotels—Alexander Hamilton 132 
Heller & Company, Walter E 127 
Heyer Sales & Engineering Co 150 
Hibbard-Riley G Associates, Inc 100 
Hinds Company, M. B 156 
Homelite Corporation 47 
Howard-Cooper Corporation 19 
Hyster Company 4) 
Huss Lumber Company 159-160 
! 
Idaco Engineering & Equipment Co 152 
Industrial Components, Inc 156 
Industrial Development Co 156 
Inman-Poulsen Lumber Corp 158 
Instrument Sales & Service Co 152 
Anco Products 42 
International Harvester Co 16-17, 45 
Irvington Machine Works 70 
Jeffery Manufacturing Co., The 76 
Johnson Engineering Co., |. W 145 
Johnson & Johnson 156 
Jones & Orth Cutter Head Co 22 
K 
Kenworth Motor Truck Corp 4th Cover 
Keystone Machine Works 149 
Kimwood Machine Works 154 
Klamath tron Works 133 
Klamath Machine & Locomotive Works . 38 
Kliever Machine Shop 152 
Laughlin Co.. The Thomas, Div. American 
Hoist & Derrick Co 136 
Lawson Stacker Company 133 
Lebus Rotary Tool Works, Inc 30 
Ledeen Manufacturing Co 126 
Lima Shovel Div., Baldwin-Lima-Hamilton 
Co., Inc 50 
Lincoln Lumber Sales, Inc 152 
L-M Equipment Company 123 
Lubriplate Div., Fiske Bros. Refining Co. 137 
Luster Engineering & Machine Works 153 
M 
Macwhyte Company 3rd Cover 
Marine Products Company 140 
Mater Machine Works 141 
McDonough Manufacturing Co 108 
Medford Machinery Co 156 
Milwaukee Machinery Co 151 
Minder Chain & Gear Co, J. W 141 
Moline Malleable tron Co 12 
Monarch Foree Machine Works 25 
Moore Dry Kiln Company 63 
Morse Chain Company 34 
Murphy Diesel Company 43 
N 
Nebel Machine Tool Co., The 145 
Newman Machine Company 99 
Nicholson Manufacturing Co 156 
Nielsen's Saw & Supply Co 153 
Northern Lumber Co., Inc 157-159 
Northwest Chains & Sprockets, Inc 150 
Northwest Engineering Company 5 
Northwest Marine lron Works 92 
Northwest Truckstell Sales Co 154 
0 
Oilgear Company 97 
Oliver tron & Steel Corp., Berry Div 23 
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Pacific Car & Foundry Company 105 
Pacific Pumping Company 116 
Pacific Saw & Knife Company 153 
Parkersburg Rig & Reel Co 19 
Peerless Trailer & Truck Service 146 
Peoria Malleable Castings Company 72 
Perkins, (Canada, Ltd.) F 118 
Peterbilt Motors Company 1 
Peters Company, The 132 
Pierce Wrapping Machine Co 143 
Portland Chain Manufacturing Co 138 
Portland lron Works 144 
Portland Machinery Company 151-154 
Precision Engineering Co 151 
Premier Gear & Machine Works 84 
Prescott Iron Works, Inc 131 
Prineville Machine & Supply Co 134 
R 
Rambo, W. H 156 
Reliance Trailer & Truck Co., Inc 24 
Reo Motor Company 107 
Roberts Motor Company 87 
Roebling’s Sons Company, John A 125 
Rose & Company, D. M 160 
Rosslyn Hotel 143 
S 
Santiam Lumber Co 161 
Schnitzer & Wolf Machinery Co 159 
Schultz & Company, Inc., C. D 156 
Scougal Rubber Company 161 
Seattle Boiler Works 147 
Signode Steel Strapping Co 2 
Simonds Abrasive Company 122 
Skagit Stee! & Iron Works 28 
Smith Company, D. B 137 
Smith Lumber Company, Ralph L 56 
Smythe Company, Ray 150 
Soule Steam Feed Works 155 


Standard Oil of California 15 


Star Machinery Company 157 
Stone Canyon Mill & Lumber Co 157 
Stetson Ross Machinery Co 68 
Strunk Equipment Company 3 
T 
Terminal Sales Building 147 
Texas Company, The 52 
Thew Shovel Company, The 115 
Tide Water Associated Oil Co 121 
Timken-Detroit Axle Company 
Axle Div 48-49 
Truck & Industrial Equipment Co 145 
Twohy Lumber Co 161 
U 
Utility Trailer Manufacturing Co 26 
Ww 
Ward Construction Company, M. A 156 
Washington tron Works WI 
Waukesha Motor Company 95 
Weaver, Charles 153 
Weed Control Service, Inc 15] 
Western Gear Works 117 
Western Ways, Inc 148 


Westfall Company, P. J 93 


West Salem Machinery Corp 157 
Wheland Company, The 110 
Wilder Saw Works 150 
Williams-White & Company 91 
Wood & Associates, K 8B 156 
Wood & Company, R. D 27 
Wood Tractor Company 146 
World Bestos 4 
Y 
Yates-American Machine Co 160 
Yost Truck Equipment Co., Rudy 148 


z 
Zidell Machinery & Supply Company 32 
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No job too tough—No service too severe 


MONARCH WHYTE STRAND Wire Rope 


Put MONARCH WHYTE STRAND Wire Rope to the test 
f WHYTE STRAND Wire Rope fe f 
MONARCH WHYTE SAD 
Inte ; ited, PR 
NR WHYTE STRAND 


Write for MONARCH WHYTE STRAND Bulletin 5425 


MACWHYTE ROPE 

















Engineered for Rugged Service-L 


Out of the woods onto the highway, come the big 
logs —hauled by Kenworth trucks, engineered for 
the job. Tough enough to take the roughest going 
in the woods —light enough to carry profitable 
pay loads within legal highway limits, Kenworth 


logging trucks are scaled to your show. Kenworth’s 





Big Load- 


LIGHT TRUCK 


seowente 


———— a 

fal 
ong Life! 
continued leadership in lightweight design, with- 
out sacrifice of strength or durability, increases 
that all-important differential between gross and 
tare weight —steps-up your margin of profit, load 


by load, day by day. Here’s one vital reason why 


so many successful logging operators say .. . 


.- + There’s more WORTH in KENWORTH 


&) 
ll 


FACTORY AND WOME OFFICE SEATTLE. U S$ A 





KENWORTH 


, DISTRIBUTORS IM THE UNITED STATES AND MOST FOREIGN COUNTRIES 





utile. 


+! 


